





DOMESTIC ENGIN 


JA Beekh Kan dot Logress in | humbine eating Ventilation andall Matters ler raining roDomesti Sta 








EERING 








ESTABLISHED 1889 





Whole No. 1068 


CHICAGO, MAY 31, 1913 


Vol. 63, No. 9 





PUBLISHED ON SATURDAY OF EACH WEEK BY TI 
DOMESTIC ENGINEERING COMPANY 


445-447 Plymouth Court, Chicago. 
Harrison 754 


Telephone, Gramercy 4897 


Long Distance Telephone: 
New York City Office, 200 Fifth \ve 


Fk. S. KeNFIELD, Pres. Fr. P. Keeney, Treas. and Manager, 


©. T. Carson, Vice-pres. Kk. De Forest Winstow, Vice-pres 
Kk. R. Forp, Secretary 
EDITORIAL STAFF. 
W. FE. MarouamM, Managing Editor JosepH GRAHAM, Technical Editor 
R. Hertov, CC. L. Davis, Associate Editors 
ADVERTISING REPRESENTATIVES 
Ce, Wa Ses ok cc ka we:h os aoe petcetecaes OTE. 
EK. De Forest WINSLOW... , ...Kastern Representative 


TERMS OF SUBSCRIPTION 


United States, Cuba and Mexico, $2.00 4 yea 
Canada, $3.00 per year Forengn, $4.00 per yea 
Current copies, 10c each Back numbers, 25c¢ each 
kntered as Second-C lass Mattes at tive Postoth it ( nicago, I 


[t's just as easy for a man to keep his head stored with 
ideas for getting and handling business as it is for a fellow 
to crowd his think-tank with small gossip.—from [lh ashin 


ton State Convention program 
SERVICE VS. PRICE. 


9 LL be glad to let vou figure on my plumbing 
and heating,” said a man who expected to 
build, to a plumbing contractor, “but under- 

stand that the job goes to the lowest bidder.” 

Had the bid been made as the owner requested, this 
story would not have been written. 

But this particular plumber had been 1n_ business 
some years, had made a reputation, and knew well 
that on a strictly competitive basis his price would be 
far from the lowest. 

‘“MIv friend,” said he, “vou're building a home that 
is to be the castle of your family for many years. 
You would not knowingly allow the germs of. ty- 
phoid, malaria or any other disease to enter your 
home. If a physician could contract to keep disease 
out of your home year after year, vou would be glad 
to pay him an annual retainer fee of no small size. 

“Your plumbing and heating both affect vour 
health and that of your family. [ will contract to 
preserve that health insofar as mechanical means will 
permit, but you must agree to allow me to do it in 
my own way. Before I am through, you'll agree 
that my way is not necessarily so expensive as you 
imagine. Most people call me a plumber, but [’m 
really a sanitarian.”’ 


Then followed a statement of what importance is 
attached to the planning of the job, that the roughing 
in should provide the necessary seals on sewer lines, 
and that ample provision should be made for ex 
traordinary conditions. 

“You see that here 1s where an opportunity 1s pre 
sented to cheapen vour job. lor instance, the proper 
venting of all traps is most important, vet our ordt 
nance does not provide tor as careful work as | pro 
pose to give you. And here is the reason for it.’ De 


tailed explanation followed. 


‘I begin to see that there is something thi | 
called ‘sanitary science, ” said the customer. “IL want 
cl good Joh, lyutt there has heen 30) mich tall of the 


plumber taking advantage of his customers, that t 
protect mvselt, | telt that the lowest bidder must be 
the (OTE 1a) deo the Work 


| “ 
Sard the Plumper You are protecting Oursell 


, ] : 1 ‘ , 
PLTLUEC 1) bette when VOU select a man wr MOTUS aoee 
fary science, and at the same time Ay vhat oy 1} 


’ 


the market that will best do the worl 


‘Now. 11) selecting VOolnT nmXtuTres, here thie 111 
ference between this stvle and that. and oan Kplat 
tion of each [vpe of fixture. with Its advantage and 


the reasons theretor, tollowed 

Che plumbing installation fully explained, the same 
procedure was followed for the heating. “It isn’t 
the money vou save on the installation that counts,” 
said the contractor, “it’s what it costs to operate the 
plant, and the comtort and satisdaction derived, that 
counts.” 

When the plumber told this story to the editor of 
“Domestic Engineering,” he elaborated on the fact 
that it cost him just three hours of conversation to 
convince the purchaser that he was the man to handle 
this work. “My profit was S190 above all fixed 
charges, and it was easily $120 more than if [ had 
put in a bid on competitive goods, with cheap con 
struction and been able to land the job Phat’s S10 
per hour. Can you beat it?” 

$40 per hour as a selling price for knowledge, ability 
and business sense. And vet the customer was bet 
ter satisfied than he could hope to be otherwise, and 
the cause of good sanitation had secured another 
friend, 

Does it pay? 





Inspectors of Plumbing Hold Annual Meeting 


Three-Day Meeting at Louisville One of Much Profit. No Change 
in Name of Society. 1914 Meeting to be Held at Minneapolis 





























HE enhth annual convention ot the American So 
ietvy of Inspectors of Plumbing and Sanitary En- 
Vilhecr-: opened tor a three day Mectinyg | lesday, 
Mav 20, at Loutsvaille. IK \ Lhe headquarters were main 
tained at the Seelbach Hotel, the assembly room on the 
| ; ; | +1} " ' " ? ("1 ; 
tenth tloor beme the scene ot the convention activities 
The first session opened at ten o'clock Tuesday, with 
aq) attendance I tiveoul SIXTY \tter peciny formally 
- } } |? 1. = ( } f at ¢ ly 2°32 CF ~ ft avae 
mened Dy resiaen nomas J May, oO nicaveo, Steve 
nlmorc, wl was for a number of years chiet plumbing 
nspector St. Louis. introduced to the members his 
tossooT | | if | { fiaries Walther. who hecomes 
member ot the society Mer. Galmore is now with the 
Ml. Rumsey M ( to St. Lous. eallin othe 
im cts 
\ t¢ ‘ ‘ | ‘ |] ( } tees ; ie |) CVs miect 
| vers re ‘ 1} 1] ver Lhe re] TT Live SCCT¢ 
ry then tollowes 
lt ' oted 1 | . tat | | Lawler $150 te 
1 ‘ 
‘ f ‘ ‘er tive yea! list Close 
lst ( | Prippcose t | (| \ ira cy it17) “I 
i] ’ Vaterlo la nd tldward kk 
\Ie kK \\ 1 ete iJ WodS ipp Witeqd. wb Lite Chlail 
The Badge of the 1913 fhe committee on Privy Vaults reported progress and F. W. Cloutier, Who Se- 
Meeting, Suggestive ' ee a = ee a cured Next Meeting 
wm ¢* 4 | ’ ] T¢ T ? 11} \ ce ‘ = { ii { icdciitionatl Cteltat 
f the South ; : for Minneapolis. 
torig ? ‘ si { ( famrmatl ley] 1} { \ltord. co] 
{ a T ‘ |? 
‘ " ' 
f | lis f Stat { tae tie vret very much my inability to attend the Conven 
| 
\] ( Tye fed tl daditwonal a tion of Our NSoctety at Loursvalle May 20-22, on account 


(| e forther ne wm the talk. illustrated of circumstances over which | have no control. I have 


; which we: ) ‘ven in the evening ever looked torward with eaverness to the time when we 
1} om phe ties ~] ody spectol V1 lKovay «of \\ 1 | “ase nibled Too} mutual educate 1) and benefit, which 1s Ob 
el tten the publi am his city. te tained by attending our conventions, and it has always 
ppres , e sionificancs f the comfort station marl been a pleasant task to report to my superiors what the 
\Me en] ry comlort stations Society has done and contemplates doing in the future 
oe MeGoneval. at the rie hie long sanitary lines, and | assure you they have appre 
Washingtert nd the stens which were ciated it very much indeed 
) venient | ; treet mtersection it is useless for me to go ito detail at this time to 
' remy cae ! te what | am up against owing to the terrible flood 
| public  «¢ sta ns om Pasadena, Cal which has struck our beautiful city and has laid waste 
ere mel nie nd the statement made that and ruim everywhere, the damage it has done to our 
the station mark alone had justitied every effort that had sewerag system, our sewerage pumping stations, etc 
nop rth an ats behah See “Domestic Engineering - ty sav nothing of the unsanitary conditions which. the 
May 24 for dlustrations of these Hood has caused One good thing it has done’ with 
\I ( mentioned ti ict that vartous oroeanizad all the ancuryv. is that it has awakened. thr city to the 
cluding the master plumbers, had beet clive fact that we need house to house inspections in the way 
tation for con stations im all parts of the of plumbing and sanitary conditions that have prevailed 
; nd that this agitation was meeting with pop in our city tor a long time. The city council has always 
aN been very close in the appropriations to the Board of 
e report of the Publication Committee was made by Health tor sanitary purposes and for that reason this 
Se Lawler, wi had taken \ the duties 


department is very much handicappee 
Mess2gces from Absent Members. \s soon 


— 


as the government took charge oft the 


city 

televram from Fred H. Baker, of Springtreld, Il Mayor T. L. Rhodes, who is in charge of sanitation, in 

his inability to be present, was read structed me to secure sixteen deputy inspectors and have 

\\ |! Yackley. third vice-president, whose efficient them make a house to house inspection of the sanitary 

work following the flood has been the occasion of well conditions in the flooded districts and he would pay them 
deserved approval, sent the following letter out of the national treasury 

Davton. Ohio. May 14. 1913 | secured sixteen practical mechanics and gave them 

Fhomas |. Claffyv. President A. S. 1. Po and S. I instructions accordingly, and in their investigations 

Dear Sit throughout the flooded districts discovered 3.448) privy 

Yours of the &th received and in reply will state that vaults which had been washed out, a mighty good thine 
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tor the health of Dayton. This ts a large number ot 
vaults to have in a city the size of Dayton, but at the 
same time this department has done a great deal in the 
last two years to eliminate the privy vault and cess- 
pools. (A map illustrating this appeared last week). 

Since my appointment to the position of plumbing in 
spector, with one assistant to help in the work, we have 
been directly responsible tor the elimination of cess 
pools and privy vaults to this extent: 

During the year of 1909, 1,161; year 1910,1,074; year 1911, 
1674; year 1912, 1,646, making a grand total of 5,555 
during the four years ot my office, which 1s a pretty good 
record for two men in connection with our other work 
of inspection of plumbing installations. 

The city officials and the city council have now taken 
notice of the importance of our work and have promised 
us additional assistance, but as this city is practically 
bankrupt for finances | am at a loss to know how at will 
be done. 

The board of health has promised me that from now 
on no privy vault or cesspool will be allowed in any 
sewer district and all vaults that have been in the sewer 
districts, no matter if in the flood or not, will be aban 
doned without fail and sewer connections made Phis 
is one of the good things that the flood has accom 
plished, at any rate 


be two 


The property loss in Dayton was estimated to 
hundred million dollars and with plumbing in_ thes: 
washed out and distributed all over the premises you can 


imagine what | am contronted with at this time. 


Kindly give my regrets to the members of our Society, 
and no one regrets it more than I do, that I cannot be 
present with you, especially since | was elected at. thi 
last convention as second vice-president and wished very 
much to be with you at this time. But the general mem 
bership wall realize that my duties as inspector of plumb 
ing at this time is to benefit-the general public, who are 
in need of me more at this time than they will possibly 
be ever again, and as charity begins at home on normal 
conditions, how much greater it must be on oceasions of 
this kind. | am sorry Mr. Groeniger cannot be with you 
and get acquainted with as fine a body of men as ever 
assembled tor the public good. Brother Groeniger is 
familiar with our conditions and was with us tor several 
weeks and could have given you valuable information 
and data pertaining to the sanitation during the flood. 

Hoping that the convention will be one of the great 
est in the history of the Society, and chat the same friendly 
feeling will exist in the future as in the past, I bee to re 
main, sincerely yours, 

Wim. J. Yackley, Chiet Inspector of Plumbing, Dayton, 

Ohio. 
Letter from James Smith, Winnipeg. 


| 


lames Smith, chiet plumbing inspector 


it Winnipeg, 
and the first president of the newly-formed Canadian 
[Institute of Sanitary Engineers, regretted his inability 
to be present, writing as tollows: 
Winnipeg, May 13, 1913 

l. J. Claffy, President, 

\mer. Soc. of Insp. of Ple. & San. Eng., 

City Hall, Chicago 
Dear Mr. President: 

Your favor of the 5th duly received and [ thank you 
for the good wishes expressed toward the well being ot 


ur new born Canadian association lt was my inten 


{ 


tion when meeting you as I expected to do at the Loutis- 
ville Convention to formulate some scheme whereby some 


system of reciprocity could be introduced to the mutual 
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benefit ot both associations 
this will be impossible as my co 


instruct me to represent the 


| revret. nowever.. that 
uncil have not seen fit to 


citv at the torthcoming 


meeting. [am very much disappointed as | know fron 
experience that it is money well spent by any city to be 
represented at any of your conventions, to say nothing 
? ] } ¢ } 
Of the Ppicasure Wk meectine tal frich Is ane | mew 
| 

Ones | shall, nowever, welcome any StTVeCes TMs Vou 
have to offer and brine them before the directors of the 
Institute WhHerebDy WV ¢ can ¢co Operate 11} t hie Ood Work 

’ } oS | ; 
ane: Purther tlle Calint (y] sanitary and. = screntiti pocuidyat) 
Ww 

| strc! | ? | ’ yi! ’ ] 

NING Convey La) an Lem rS WL S| ( { i| 
} | ‘ 
The Convention Wri pre very successtul it) ¢ respect 

\ ] | ] { , 

With kindest regards, Yours very truly 

ha Spit | le nif 

\I1 Chew su ested that tne Canadian society, receive 
Like Co) operation ! Live Viner 1) OCTETS | ( rite’? 
Chane crt 111] ry Cyeoy pretpret «'] hich le] Pere 
ter INnCrease Lilie CMmcriency > 





Top Row: Wm. F. Nye, Akron, O.: 


Geo. J. Dehn, Chicago: Steve Gilm 
Louis. 
Middie Row: John Fowler, Jacks 


Geo. R. Stolz. Milwaukee: 
ore and C. F. Walther, St. 


onville, Fla.; C. Fry, Gary, 


Ind.; C. E. Eckerle, Birmingham, Ala.: H. E. Parker, Jr., Chi 


cago; W. A. Roeder, Baitimore, Md. 


Foreground: L.A. Cornelius, Grand Rapids. 


\ letter trom \. Shaver. of Pa e er 
read revrettine that mune c| tiiare i | C pre che 
his attendance 

\ number ot municipal othcers rephled ette nvit 
ny the attendance of their plumbin iMspector vhich 
showed the interest aroused, though it was not alway 


possible to send a representative 


Address of Welcome. 


\t this time Acting Mayor Br 
hall, and in) well-chosen words 
delegates an spoke of the ic 
had to offer, and of the new ft: 


system of sewers 


The report of the auditing con 


paid and a balance in the treasury 


“The Need of a National 
\ paper by H. L. Alt, of the 


New York { cy, (>t) “The Need 
Code,” was read by Mr. Chew 


‘ ’ 


In the last eivhteen months tl 


isclimevet arrived “- eh 

welcomed thy Situny 
vantave that loony The 
tit million (| ] , trun 


mittee showed all 

ft SPUSOS 
Plumbing Code.” 

\lton Engineering Co 
of a National Plumbing 
lhe text follow 


ere has peen a surpris 


ng awakening of inferest throughout the length and 


breadth .of the land in subtects 
cluding both heating and = plum 


demonstrated by the publication 


7 


of home sanitation. tin 


bing This is forcibly 


: | 


In numerous periodicals, 
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manner under the 


20) 
diverse characte , articles on “Beating the Heat ibsolutely in a first-class and sanitary 
noe Game ind “Doing Your Own Plumbing at Halt the official rules of the “National Plumbing Code,” the pub- 
Reoular Cost. etc.. ete These articles. however, are all lhe would have at least a standard whereby to judge the 
tte from various standpoints and thus arrive at num- plumber and people desiring and willing to pay for good 
s, and often opposite conclusions, leaving the publi work (of whom there are a great number) by employ 
! tite if mind bordering on sanitary chaos ny such a man would have a means whereby to insure 
Ni this result is far from desirable and, where pub their procuring good work when they pay the price such 

itself in several localities, entor work costs 
code would without doubt be 


The adoption of such a 
the legitimate trade and made use 


skin 


hic opinion has assert 
| local plumbing codes, some ot the 
bordered hailed with delight by 


my 

results have ce! c* X¢ llent hpi? others have 

closely on the inconsistent. [even in spite of this there of as a club to drive the illegitimate and dangerous 

still remain vast sections of the country, particularly in the plumber to the wall, while the benefits to the country 

rural and suburban districts, where sanitary codes do not in general could hardly be estimated and the advantages 
not exist for vears to come \nd what of the to the plumbing trade should be enormous. 


brought out was 
appoint- 


and wil 
plumber doing busin localities’ It dishonest 
he has not the slightest difficulty in underbidding his supporting the points 
more rehable competitor and in still making a profit: off opened by 
dissatistaction of the cus 


\ discussion 


Mr. Cornelwus. who suggested the 


over the codes of 
Mr. Chew 


three to ire) 


committee (>t 
a standard code. 


ment of a 
various cities and recommend 


thi, ‘ by skinnin t ft thie 
tomer and the general danwer to the community Hle 1s 
! i position t bein t pertect lily rty fo put in trapl SS thought that eventually eood would Come from it 
Vate Close ts entle ss ifaps ntrapped leaders. ind othe Mer (Ouinn T¢ minded the members that at comniuttee 
initary travesties vas appointed at Trenton tor this purpose. Mr. Kelley 
\ond the honest plans ) nust endeavor to do the peas thought that work done toward state codes would he more 
le ane compete in oprice with such skinning It beneficial 








McGrath, 





Vice-President James 


Secretary-Treasurer Lawrence 
Louisville. 


James R. 
J. Lawler, Pittsburgh, 


Retiring Director 
Walker, Waterbury, Conn. 


President Thomas J. Claffy. 


Chicago 
Resolution Committee was appointed 


can't be done! No one can produce the modern ele \t this Ppomt a Wes 
, the price ft the old-tashioned bob-tairled horse comsisting ot (seo. |. Dehn, Chicago; Geo. Stolz, Milwau 

Al inal twenty vears avo! Yet, regardless ot the kee; John Fowler, Jacksonville, Fla.; FEF. W. Cloutier, 
extra expense, there is n usiness or traction man today Minneapolis and Ll. A. Cornelius, Grand Rapids 
vho w d construct a street railroad system in a modern The following were named as a Committee on Con 
citv with the idea of using horse cars. Why Simply ention City; J. S. Kelley, Chicago, Geo, R. Stolz, Mil 

veecause the public have become tanmnuhar with, and see waukee; James McGrath, Louisville; John P. Freeman, St. 
the advantage of, the modern electric and theretore de- loseph, Mo.:; Louis A. Williamson, Joliet, III. 
mand 1! Mr. McGrath took the chair while President Clatty read 

Now at the public could be placed in a state of know his address \t the close Mr. Kelley moved that the re- 
ing what good plumbing is and in realizing not only tts port be turned over to a committee for action on tts 

miforts, but ats absolute necessity, then the honest recommendations. This committee was then appointed, 
plumber imstalling such work would be at a premium to consist of Messrs. Kelley, Quinn and Chew 

itself into the prob 
President Claffy’s Address. 


l { discount [his resolves 


mstead of 
| how shall the public be placed in a posi- 
the ninth annual con 


We are assembled here today in 
vention ot 
count of our stewardship, and t 


to render an ac 


lem then 
society t 


tion to know good plumbing? 
this sturdy young 


» discuss questions in re 
in the light of our ex- 


gained fill with greater 


inswel 


MIS to lye but Ome 
some authoritative sani- 
“National 


In answer to this there see 
lation to sanitation, that we may 


honest local plumber can use periences and knowledge thus 
efficiency the positions which we assume in public service 
much the same 


ind that is by the adoption by 


tary organization of a simple, sane 
hich th 


Plumbing Code.” whic! 


a voluntary standard 


and sate 


and which he could advertise in 
Our struggle for existence has been 


the local attention 
to announce to the public tha it of other organizations, with perhaps more of sun 


but that all his work 1s done 


his own locality to bring it to 


sf 


th 


as Ile 


shine than falls to the lot of the average young society 


— 


lf a plumber were able 
little higher 


his price Is a 








meres 
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This 1s due mainly to the wisdom of the founders of this gestion worthy of consideration by our society and your 

organization and to the tact and common sense ot its self as its president 

officers in the years of its inception. Fact 1 The desire tor national sanitation is being 
Jusiness transactions have been conducted with econ- daily felt with greater consciousness by the individuals 

omy and dispatch; credit maintained and membership in- composing the nation 

creased. Fact $i This sanitary desire crystallizes st iclily with 
During the past two years it has been tound necessafy increasing frequency in the form of the passage of state 

to hold mid-year meetings of the Board of Directors. The and municipal laws governing sanitary installations and 

meeting held in February of this year was mainly tor the appointment of sanitary officers and boards. 

the purpose of determining a course of action in rela Fact 3. Such public demand tor increased sanitary vig 

tion to the members who are in arrears two years and lance imposes continually added diversity of responsi- 

over and to consider contracts for printing. The re- bility on the inspectors of plumbing. especially will this 

port of this meeting, we believe, fully justifies the ex- continue to be the case in the smaller cities and towns 

pense. where the appropriations tor the health department are 
The position of this society im the field of sanitary as yet, much below the needed sum to obtain maximum 

science 1s becoming more evident of its effect upon legtis- efficiency. 

lation, plumbing design and installation, sewage dis- Fact 4. The vrowine national demand for sanitary 

posal, and even in ventilation which heretofore has been executives has to be met, and it is from this society that 

considered in connection with mechanical engineering. the supply should logically come, if our members keep 


A bill has been introduced in the legislature of New 





York concerning antisiphon traps which require, as a test 
of their qualities, that which has been set forth in the 
proceedings of this society in 1907, 

Your officers have been called upon for assistance in 
drafting ordinances, for opinions in methods of plumbing 
design and as experts in matters of litigation. 

The widespread movement against the use of the com 
mon drinking cup and the installation of latrines have 
been largely aided by the action of this society. Other 


accomplishments are matters of history. 


Progress. 


The things which should receive our close attention 
are those which seem most likely to increase our effi 
ciency, to lift us to a higher plane, and to concentrate 
interest in us and in our ideals 

Jur attention will be frxed for a time at. least upon 
the report submitted by the Committee on Research lt 
points out a field of useful endeavor practically without 
limitation and so broad and deep that even the least of 
us can find therein something to fit our capacity, out 
energy and our. sphere It opens to us a field) which 
gives us the opportunity to do things. It is to be hoped 
that our success will have its inception here today 

The education of plumbers’ apprentices in the elements 


of sanitary science 1s well worth the best efforts of those 





in a position to lend assistance. That there has been a 


woeful lack of such education ts too true: that it should 


Upper Picture: J. S. Kelley 





continue so 1s nothing less than criminal ignorance and Gitcaee. cad 7. 5. bao, Pate 
carelessness, and that we should assist in bringing about burgh. . 

; ‘ ; Lower Picture: Steve Gilmore 
such education 1s obvious \ start has been made in and Chas. F. Walther, St. Louis. 








Chicago through the co-operation of journeymen = and 


master plumbers and the board of education It is a themselves tuned up to thie pitch Of sanitary progres 
pronounced success. The boys are deeply interested and In view of the above four cardinal facts. IT would sug 
have shown keener interest and appreciation than = ap- vest that we establish ourselves more distinctively be 
prentices in other trades. fore the nation by changing the name of our society t 
The tormation of state chapters of this society should “The American Society of Sanitary Ingineering.’ 
be brought under way as soon as possible for the stimu- No other band of men has equal or better right to a 
lation of interest and greater mutual benefit \ quarter sume such a title, and membership declaration in a society 
ly meeting of each such chapter would do much to con- of the name sugvested, will gwive ts holder a more detinite 
centrate effort, to maintain solidity, and to keep Our so- employment than at present, should strengthen his stand 
ciety abreast of the times. ing and should affect in course of time the yearly earnings 
\ suggestion offered by one of our live members ts of those engaged in the profession throughout the coun 
so good that I will submit it as it is: try Whether we thoroughly realize it or not, we repre 
“In my work as chairman of the Committee on Re- sent the nation’s chief stock of sanitary engineers pros 
search of the American Society of Inspectors of Plumb- pective and actual, and we should neglect no oppor 
ing and Sanitary Engineers, I have become strongly 1m- tunity to make this known. This can be done most 


1 


pressed with several facts which lead to a definite sug effectively by the suggested change in name. 
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the changing conditions above outlined. the in 


spector ot plumbing has ceased to be a mere checker 


(onder 





of pipes, traps and cesspools. He is gradually becoming 
burdened with additional sanitary engineering duties, re- 
taining still the restricted title and pay of an inspector of 
plumbing. This society possesses in its membership sani- 
tary engineers in tact and in the making, and I urge your 
careful consideration ot} this suggestion and co-operation 
to the desired end Harry de Joannis. 

The work of the officers and committees during the 
past year has been laid betore you Mm the reports sub- 


mitted. The work of the secretary 1s tedious and exact- 


inyv—that it has been well done is evident and | now thank 
him in the name of this society tor his painstaking Cl 
forts and success tn conducting the business imposes 
upon hin I also extend, in the name of the society, to 
the officers anc committecs who assisted Tit during thie 
past year, that grateful acknowledgment of work well 
lone. 


On motion of Mr. Kelly, the chair appointed Messrs 


Kelley, Quinn and Chew as a committee to act on the 


— 


ommendations in the president’s report 


‘e > ae 
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& *, 
| es wi a8 8 Re 


§ j Pngecdd -® 
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L. A. Cornelius, Grand Rapids: Wm. A. Roeder, Baltimore; Geo. 
J. Dehn, Chicago; H. E. Parker, Jr., Chicago; 
Steve Gilmore, St. Louis. 


Plie meeting then adjourned, to convene again at & p.m 


fhe afternoon was spent at the races. 


List of Members and Others Registered. 


lohn « Alford Chicago: John bD Blake, Rock Island: Louis 
K Bushnell, Chicago; A. bh Campbell, New York City; Hh Y. Cat 


on, Indianapolis; Frank K. Chew, New York City; H \. Chis 


Peni yy, Spokane, Wasi Thos J Cintly. Co luke: bred \\ ‘ lal) 
tier, Minneapolis; Martin J. Conroe Sst. Paul; Frank N. Craw 
ev, Cincinnati; Loutls A. Cornelus, Grand Rapids, Mi: (yeoree 


| Dehn. Chicago: Wm. R. Denning, Culeago; Luke J. Devine 
Klizabeth, N. J Frank DuMond Rochester, N oy ae ii Pur 
Kin, Sioux ("its lowe (*has » teckerle 
Thos. J Farrell, Sat Francisco Kk Fi Fitzgeorge, Trenton N 


barmingham Vda 


|.- Chas. Bh. Fitzeeraid, Lake Forest, Ill; Fred EF. Fladd, Roc! 
ester, N. Y.: John Fowler, Jacksonville, Fla John | Freeman 
st. Joseph, Mo.; R. A. Gibson, Jackson, Mict 
Heideklang, Chicago, I) Harry Paul 


Stephen Gilmore, 
Sst. Louis, Mo.; F. I. 
lionel de Joannis, Chicago, John Joers. Rock Island, HTihk: Wm 
ii Jennish, Waterloo, lowa,; J Ss Kelley, Chicago; Thos NI 
Landers. Richmond, Va.; Lawrence J. Lawler, Pittsburgh; T 
J. Lee, Pittsburgh; Chas. F. Madden, Green Bay, Wis.; W. FE 
Marquam, Chicago; Andrew J. MeGookin, Newark, N. J.; James 
S. MeGrath, Louisville, hy kdward kh. Mekay, Wilmington 
jDoel.: Otto Meinert, Davenport, lowa; John G. Mitchell, Chicago, 
M. B. Moran, Chicago: J. W. Mullen, Davenport, lowa; Frank 
. Myers, Chicago; A. R. Nichols, New York City; Wm, F 
Nye, Akron, O.; B. Oakes, Detroit, Mich.; T. F. Padgett, De 
catur, lL: H. E. Parker, Jr., Chicago; Wm. W. Petrie, Chicago; 
wuaWward Quinn, St. Louis; Fk. CC. Regester, Baltimore, Md.; John 


BR. Rodgers, Chicazo; Wm. L. Rodgers, Chicago; W. A. Roeder, 
Raltimore, Md.: J. J. Rowland, Shreveport, La.: H. ... Schauer 
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St. Paul, Minn.; W. J. Schrader, Minneapolis, Minn.; H. F 
Shade, Victoria, B. C.; G. W. Sikking, Louisville, Ky.: Geo. R. 
Stolz, Milwaukee, Wis.; Jas. R. Walker, Waterbury, Conn.; 
(has. F. Walther, St. Louis, Mo.: Edwin A. Weaver, South 
Bend, Ind.; A. C. Weitzel, Omaha, Neb.; A. G. Welsh, Chicago: 
Wm. H. White, Buffalo, N. Y.; Louis A. Williamson. Joliet, Il.: 
lKugene Willard, Kokomo, Ind.; CC. A. Fry, Gary, Ind. 

The trade press was represented by Frank K. Chew and H. 
de Joannis of the “Metal Worker,’ W. E. Marquam of “Domes- 
tic Engineering,”” and A. D. Campbell, of the “Plumber's Trade 
Journal.’”’ 


Committee on Research Reports Tuesday Evening. 

At the meeting Tuesday evening a most interesting re- 
port was given by the Committee on Research, through 
Chairman Harry de Joannis. The report was illustrated 
by lantern slides. It covered inquiry into almost every 
phase ot sallitary science, good and bad practice being 
illustrated and explained. The section on sewage disposal 
was of especial interest to the members, and a report of 
experiments made at the University of Illinois, under the 
direction ot H. Y. Carson, proved most valuable. 

The tull report of this committee will be published in 
carly issues, as soon as drawings and plates can be pre- 
pared 

\ number ot slides were shown to illustrate the report 
of the Committee on Comtort Station Mark, and met 


with the approval of all present 
Wednesday Morning Session. 


The committee on the president’s address recommended 
that the present name of the society be retained, that a 
omimittee be named to formulate a series of lectures for 
the instruction of apprentices, and that it was advisable 
to organize state chapters where the membership would 
warrant. The society by vote concurred in the report. 
“Plumbing Problems in Northern Cities” was the title 
of an interesting paper by James Smith, of Wiunnipeg, 
which was read in his abserce. The experiences in a cold 
climate were interestingly described. The article will be 
published in full in a later issue. 

John P. Freeman, plumbing inspector ot St. Joseph, Mo., 


presented a most interesting and valuable paper entitled: 


“Final Test and Inspection of Plumbing.” 


(On assuming the duties of plumbing inspector of the 
city of St. Joseph, Mo., I was not very long learning that 
the plumbing inspection as applied in our city was nothing 
if not a farce. Under the then prevailing order of things, 
the inspector was called for roughing-in inspection when 
all soil, waste and vent pipes were installed, and same 
subjected to a test by filling the entire system with water. 
While the ordinance further provided for the final inspec 
tion and acceptance of the work, it made no provision to 
apply a final test, consequently if a final inspection was 
made, it consisted of simply looking the work over and 
taking everything for granted. 

It soon became evident that some plumbers were going 
out of their way to put one over on the inspector, such as 
leaving vent pipes disconnected in partition walls, Or fe- 
moving same after roughing-in inspection, placing closet 
bowls on house drain without any attempt to make a 
sewer-tight connection, leaving bath trap covers loose, 
and other similar tricks, all of which convinced me that a 
change and a radical one was necessary in our method ot 
doing things, not alone in the line of inspection, but also 
in the manner of installing the house drainage and ven 
tilation system 

With the knowledge gained through experience, and 
the valuable information obtained through my member- 
ship in the American Society of Inspectors of Plumbing 
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and Sanitary Engineers, in attending the conventions of 
the society and personally meeting the members, and 
seeking the information desired, we had prepared a new 
ordinance, which was passed by the city council. We 
have been working under this for the past year, and it 1s 
of the beneficial results obtained therefrom I wish to 
speak. 

\We changed trom the crown vent to the continuous 
waste and vent system, thereby causing plumbers to prac- 
tically complete the work at roughing-in time, thus re- 
ducing the possibility of the careless or indifferent 
plumber to do other than right in finishing to a minimum 
Another change was requiring water closet bowls to be 
attached to house drain by using heavy brass floor flange, 
thereby connecting bowl] direct to house drain instead of 
fastening same to floor with screws to become loose, 
permitting a leakage of sewer gas. Another change re 
quired 8-lb. lead bends and bath traps. Extra heavy soil 
pipe instead of standard was another, and heavy brass 
ferrules instead of combination lead and iron, all tending 
to leave no excuse for the plumber not being able to do 
the work so same would stand the test. 

But it is of the final smoke test applied when the work 


is completed as provided for that 1s producing the most 


gvratifying results. During the first six months over 5¢ 
per cent of the work tested showed defects, such as leak- 
ing vent connection, faulty connection of closet bowl with 
house drain, loose bath trap cevers and defective closet 
bowls, all being plainly shown 

The smoke test is made practical by the ordinance re 
quiring a test tee being installed in the main house drain 
just inside of the foundation wall in an accessible position 
and being provided with a manhole cover to afford access 
to same at all times. This tee can also be used as clean 
out and is, in my judgment, superior to the ordinary 
clean-out placed at the base of stack, from the fact that 
the drain can be rodded either way. 

Having had occasion to apply the smoke test on work 
done previous to the passage of the new ordinance, I was 
istonished at the careless manner in which the work had 
been done, the test showing closet connection to house 
drain, cover of bath trap, and vent connection from lava- 
tory all leaking, and this on work that had been inspected 
more tully convinced me that the inspection of plumbing 
without a positive test to prove same is a huge joke. 

The smoke test as applied in our city has also proven 
very instructive, showing as it does how easily the seal 
can be forced in some traps and the great amount of re- 
sistance to be found in others. When issuing a certificate 
of acceptance after subjecting the work to the test and 
examination, I know we are now certifying to a statement 
of proven facts, not a mere matter of conjecture as was 
the case heretofore 

Discussion on this paper was opened by A. C. Weitzel, 
of Omaha, who stated that it had been impossible to get 
a smoke test ordinance through his city council. James 
McGrath, of Louisville, mentioned some of his experiences 
with the smoke test, telling of one hotel where it was 
necessary to reset half the closets because of leaks dis- 
covered by it. J. J. Rowland, of Shreveport, La., spoke, 
and F. W. Cloutier, of Minneapolis, thought the society 
should advocate a final test, either air or smoke. Chas. E. 


Eckerle. of Birmingham, thought smoke and peppermint 


would do the work to the best advantage. James R. 
Walker, of Waterbury, Conn., uses a Thompson machine, 
and gets quick results from strips of tar paper placed in 
the stacks, and lighted by hot charcoal. Chas. F. Walther. 
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of St. Louis, in his remarks told of having seven in- 
spectors and that he had drawn an ordinance calling for 
a tinal inspection. John Fowler, of Jacksonville, Fla., 
spoke ot the effect of sOap or putty on such a test. 

Mr. IFreeman’s success in obtaining suitable legislation 
was tavorably commented upon 

President Claffy asked for a record on cities that called 
tor a final inspection but no test, the result being 15 
Those calling for a smoke test numbered 14, peppermint 5, 
air 2. 

\ communication was read by Secretary Lawler from 
(congressman John J. Casey, who is the only plumber in 
Congress. 

The report of the board of directors was read and 
adopted 

President Frank |. kee, of the National Association of 
Master Plumbers, had arranged for Past President A. ¢ 
kynon, of Canton, Ohio, to attend, but he had been pre- 
vented because of business engagements 


\ paper entitled “The Plumber, the Inspector, th 





At the Races on Tuesday. In the Group from Left to Right are 
Miss E. Sapp, Louisville; Mrs. L. A. Williamson, Joliet, Ill; 
Mrs. L. J. Lawler, Pittsburgh: James McGrath, Louis- 
ville; Mrs. T. J. Lee, Pittsburgh; Mrs. Wm. H. 
Jennish, Waterloo, ta.: Mrs. Wm. Nye, Ak 
ron, O.; Mrs. Edw. Quinn, St. Louis. 


Public.” by Alfred R. MecGonegal, inspector of plumbing 
of Washington, D. C., was read in the author's absence 
[lt will appear in tull in a later issue of “Domestic En 
gineering.” 

Nineteen applications tor active membership and one 
tor associate were acted upon, the new members being as 


folle WwS°* 


\ctive members \lbert W. Bering, Fresno, Cx (sen 
Dehn, Chicago, l.: Harry, de Joannis, Chicago, | Luke J 
Devine, Elizabeth, N. J: James HH. Durkin, Sioux Cits lowa 
Krank H. Fitzgeorge, Trenton, N. J.: Clarence | , ral Iriel 
ik. Vernon Hill, M. 1.. Chiearo, lh: Andrew J Vietiookth New 
ark, N. J.: John LD. Mitehell, Chicago, Il Michael Bo Moran, 
(niecagzo, Ilh: . rank C.. Movie, Salt Lake City, Utah; W IN. Pe 
trie, Chicago, Ill: John BB. Rodgers, Chieagro, Il John J. Row 
land, Shreveport, La.; W a Schradet Minneapolis, Minn 
(thas. F. Walther, St. Louis, Mo \. EL Weitzel, Ounatia. Ne 

Associate member \\ Io. Miatreguiami, bediter Ddomiestic ban 
vineering,”” Chicago, Tl 


\ telegram from James Smith ot Winnipeg was received, 


and was as follows “Canadian Institute of Sanitary En 


vineers extend greetings to the American society of In 
spectors of Plumbing and Sanitary Iengineers and best 
wishes for a good meeting.” 

The attention of the members was drawn to the design 
for a button for the society, and the chair recommended 
that no action be taken at the present session, that the 
members might become better acquainted with the sug 
gested design 

A paper by Chas. M. McHugh, plumbing inspector of 
Cedar Rapids, Iowa, entitled “Gas Fitting and the Publi 
Health,” was read by the secretary and was much ap 
preciated. The paper will appear in full in a later issue 
\ discussion on the paper was participated in by Messrs 


McKay, Rowland and Mitchell. Mr. Mitchell, who ts chief 
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ter pipe extension of Chicago, told ot the 
effect of leaky vas mains in Chicago on many of the 
greenhouses. He told of experiences with cross connec- 


tions of the city water supply and private pipe lines from 


the (hicago River and |Lake Michigan 


Wednesday Afternoon Session. 


Miss Madge FE. Nave, an inspector ot the Kentucky 
State Labor Bureau, was a visitor at this session and at its 
close spoke briefly, epressing the view that the mem- 
bers should co-operate with state factory inspectors in the 
interest of sanitation 

\ change in the form 
the date of holding the annual meeting was recommended 


yf the application blank and 1n 


by the board of directors, and on motion of John C. AI- 
ford the constitution was amended to allow the board of 
directors to tix the date 

A letter was read trom Vice-President Chas. M. 
McHugh, of Cedar Rapids, Iowa, regretting his inability 
to attend 

\ paper entitled “Ozone and Its \pplication,” by M 
W. Franklin, of the General Electric Co., was read by 
President Claffy in the absence of the author It was 
cussed by Messrs. Walthers, Carson, Chew and Claffy. 


\V. ©. Groeniger, state inspector ot plumbing for Ohjto, 


‘ e § +¥— ? 
ae aye? 
>; . , a [Pas 


Se 


‘m** 


Mr. and Mrs. W. H. Jennish,. Waterloo, ta.. and Mr. and Mrs. 


Mr. and Mrs. L. A. Williamson, Joliet, Ili. J.. at the Races. 


yas TO ha u pre s ¢ nted a paper on a xperiences ota State 
but because of the pressure of 


+} 


Plumbing,” 
tne paper 


rk tollowing the thlood, was unable to tinish 

be present himselt 

\ paper on “Water Seal Selt-Testing Closet Joints,” by 
Kdward C. Stover, Trenton, N. J., was read in the au- 
thor’s absence 

\n additional contribution to the work of the Com- 
mittee on Research was received from A. C. Cogswell, 
the Detroit Sanitary Supply Co 
The matter of the proposed change of name was again 
it up by President Claffy, who moved a reconsid- 
eration, the new title to be “The American Society of 
Sanitary Engineering.” A discussion by Messrs. Walthers, 
de Joannis, Eckerle, Clafty, Quinn, Fowler, MeGrath, 
(hew, Alford. Lee, and Gilmore tollowed. On motion of 
Vice-President McGrath the matter was made a special 
order of business for Thursday morning 

|. A. Cornelius read a telegram from Wm. G. William 
son. of Detroit. extending an imvitation for the 1914 con- 
vention. 

\ discussion on the subject of septic tanks was opened 
by Mr. Fowler, who was tollowed by Messrs. Alford, 


Walther and de Joannis. Mr. Fowler also brought up the 
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question of the mechanical ventilation of toilet rooms, 
but the lateness of the hour prevented a discussion. 


Thursday Morning Session. 


An invitation from the Chicago Association ot Com- 
merce to hold the next convention in that city was re- 
ferred to the committee on convention city. 

The resolution committee reported the following reso- 
lutions, all of which were adopted: 

That public comfort stations should be urged in all fed- 
eral buildings constructed by the government, particu- 
larly in postoffices. 

That William J. Yackley, plumbing inspector ot Dayton, 
(ohio, be commended tor the brilliant work he has done 
in that city since the flood. 

That best wishes be extended to the newly formed 
(Canadian Institute of Sanitary Engineers, through Presi- 
dent James Smith, of Winnipeg. 

Because of illness Dr. H. K. Beatty, of Pittsburgh, was 
unable to prepare the paper which he had expected to 
present 

“Disposal ot Sewage by Electricity” was the title of a 
most interesting paper by A. C. Shaver, plumbing in- 
spector, Pasadena, Cal., which was, in his absence, read 


r¢ fore the society. 





F. H. Fitz- Mrs. T. J. Lee, Pittsburgh; Miss E. Sapp, Louis- 
george, of Trenton, N. ville; Mrs. F. H. Fitzgeorge, Trenton, N. J.; 


Mrs. L. A. Williamson, Joliet, Ill., and 

Mrs. L. J. Lawler, Pittsburgh. 

k, H. Elliothorpe, plumbing inspector, Fresno, Cal., tur- 
nished a paper on “Disposal of Sewage by Septic Tanks 
and Filtration,” it being read in his absence. 

\ scholarship of one hundred dollars was voted as a 
pledge of support to the Plumbing Experiment Station at 
the University of Illinois, now in charge of H. Y. Carson, 
as part of a resolution offered by J. S. Kelley, which fur- 
ther provided that no change should be made in the name 
of the society at the present time. The resolution was 
adopted. 

(Jn motion of Mr. Kelly the initiation fee was raised 
to $10.00 and by amendment of Mr. Walther the dues 
were also advanced to $10.00, the constitution being prop- 
erly amended. 

The matter of a suitable design for a badge or button 
was deferred for another year. 

J. S. Kelley reported for the committee on convention 
city, stating that invitations had been received from New 
Orleans, Washington, D. C., Cedar Point, Ohio, Denver, 
Cincinnati, San Francisco, Atlanta, Milwaukee, Rochester, 
Minneapolis, Kansas City, Niagara Falls, Detroit, Shreve- 
port La. and Chicago, and recommended that Minneapolis 
ind Detroit be considered. 

L. A. Cornelius, of Grand Rapids, spoke for Detroit. 








— 
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in the absence of Mr. Williamson. He was followed by The ladies were especially well taken care of. On Tues- 
fred W. Cloutier, of Minneapolis. The vote stood Minne- day morning a shopping tour was arranged, and on Tues- 
apolis, 36; Detroit, 19. day evening a theatre party held the boards 
Atter the decision had been made, a telegram was re- The feature Tuesday afternoon was the visit of dele 
ceived trom the Wilmington, Delaware, Chamber of Com yates and ladies to the races at Churchill Downs. There 
merce inviting the Society to hold its next annual meet they were given the use of the club house, and from its 
ing in Wilmington. spacious porch looked out over a scene of Kentucky 
beaut nd horsemansh ‘Idom equalled anvwhere. It 
‘ HNeauly aNd NOFsemManship seiqgom equalled anywilere 
Thursday Afternoon Session. iran ae ; 1 4] 
\ didn't take long tor the members to tind their way to 
‘ Ta ' ? Ps - S . : » 4 vy. ate TF 1 1 1 ry ] | 
Nigin by Dr. i. by, Burn . chiet medical Inspector the booking hooths When “N\moret pulled under. the 
or the departmen ne - huro ‘On ; ' a" 
Hf , “sy - ~ = th of ittsburgh, on School wire in the tirst race a neck ahead, those delegates whe 
yeiene, was ened y . ‘res 1CO- : : ; : ; 
‘ : , as ro to with much interest \ me did not wend their Way to either the entry booths to 
tit n that : ° ; , ge : : IC TeT? q "AS y 1 ‘ ‘ 
| ) | . the society imstruct the secretary to Cast a hal the second race or the cashier's window to collect. were 
ot electing D associate membership carrie : “ ) ) 
cting | r. Burns to associate mem ership Car©rrn d indeed lonesome Before the afternoon's events were 
(On 1 | Mr. Kelley an ; iti vas | 
: notion ot Mr. Kelley an addition was voted to the over. great were the stories of winnings valore—and 
by-laws providing for c ‘ibuting ‘rs ractur ) 
y-la oa ng contr ) ting members, manuta tut mum were many whose remembrance of their deposits 
ers, oOpvers and ¢ iers be Ww e] oib # fi » 4 Ss S | ; 1 4 , , 
Ss and ot ssi igible Phe lu ae were all they had to show. So interested did the ladies 
members are to be $25 annually. L. A. Cornelius, of the = ed Seow et 
jf F ; ’ : ; become, that each atternoon of the remaining davs ot 
Wolverine Brass Works, Grand Rapids, Mich., was the first : , _ ae 1° 
: : the meet, as well as their husband's allowance, was spent 
to take advantage of this change, being elected by accla- , 


: ing? by them in an eftort to break the bank 
mation as % ark otf appreciati ah 
— . mark Of appreciation (On Tue sday evening the ladies were entertained at 
Che committee on research was continued, with Harry 








: : : | theatre party (On Wednesday evening, in spite of the 
de Joannis as chairman, the balance of the committee to rain. they were taken in automobiles to a theatre party 
he selected by the chairman and the president Ol the ‘ — 1 ot, ” aia eee 

} at a west side park, and on their return were entertained 
society, in the rathskellet of the Seelbach 
\ canvass of the members showed that thirty-eight of 

those present officially represented their cities, and had 
their expenses paid. 

It was voted to use the word “annual meeting” instead 
of “convention’ in turther correspondence and adver 
tising of the society 

The subject of traps with concealed partitions was 
discussed by Messrs. Fowler, Kelley and de Joannis 

Election of Officers. 

The election resulted as follows: 

President, Thomas J. Claffy, City Hall, Chicago 

first Vice-President, Thomas Farrell, San Francisco 

second Vice-President, W. HH. Jennish, Waterloo, lowa 

Third Vice-President, Chas. F. Walther, St. Louis, Mo. 

fourth Vice-President, Luke J. Devine, Elizabeth, N. J. 

haitth Vice-President, Harry E. Schauer, St. Paul, Minn. 

Secretary-Treasurer, L. J. Lawler, Pittsburgh, Pa 

Directors: James S. McGrath, Louisville. Ky.; Otto wm. #H. Jennish. Waterloo. fa.. 
Meinert, Davenport, fa.; Ll. A. Wilhamson, Johet, [1 Elected Second Vice-President 

\ provision of the constitution providing that a mem 











ber could not hold ofhce until after two years, was 


changed by vote to allow for the election of Chas. F. (On the same evening, in the midst of a driving 
Walther, of St. Louis, as third vice-president, and Luke practically every male member found his way to the rivet 
J. Devine, of Elizabeth, N. J., as fourth vice-president. front, where he boarded the = stautich boat “Core 

The thanks of the society were tendered to Chairman There he found, to welcome him, many ot the master 
MeGrath, of Louisville, for the magnificent entertain and journeyman plumbers of the city, and a compat 
ment given the members while in the city of about two hundred was aboard as the trip 

\ vote of thanks was extended to the daily press of up the river. “Sunny Jim” MeGrath had provided e1 
louisville, the Jockey Club, the management of the Seel tertainment a plenty—the battle-royal and the clog dance: 
bach Hotel, the president of the board of aldermen, the of the “cullud gemmen” will long be remembered. On 
master and journeymen plumbers and the city of [ouis- feature followed another, until as twelve oclocl | 
ville for the magnificent reception tendered the dele- the boat returned to its whart 


yates. 


Banquet Thursday Night. 


\ppreciation of the good work of “Domestic Engineer r } . od 

29 «66 .. és rT: + it hina event of the meeting as ive ci? wet Mm 
ing,” “Metal Worker” and “Plumbers Trade Journal” was | 1 | 1 : 
P nf ¥ ’ red room of the seelbacn of nursday even 

expressed in a resolution of thanks offered by Mr. Kelley whe , aie , 

; bounteous repast was followed by a teast of wit an 
and unanimously adopted. 


wisdom, interspersed with music and sony, that n 
Entertainment. fleeting moments all too short 
Southern hospitality was exemplified in the magnificent Toastmaster J. S. Kelley was nothing if not original 
entertainment afforded the delegates throughout the three and his descriptions of the orator1 tl talent of those to 
days meeting. James S. (Sunny Jim) McGrath, of Louis- come had in some tew cases a most amusing eft 
ville, spread it on lke molasses—there was no limit to \mong those who contributed to the evenine’s ent 
Jimmie’s activities tainment were Harry Schauer and \. 1D. Campbell 
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whose songs were enjoyed; Otto Meinert, Thos. J. Far- 
rell, Geo. J. Dehn, Geo. R. Stolz, Fred W. Cloutier, Prest- 
dent Claffy, A. R. Nichols, J. W. Mullen, Frank K. Chew, 


Harry Paul Lionel de Joannis, Frederick E. Flagg, dw. 
Quinn, James McGrath, T. J. Lee, Mr. Kelly, assistant 


, 


inspector of Jouisville, Wm. F. Nye, Chas. B. Fitzgerald 
and I... J. Lawler 
Manufacturers Represented. 

The smiling face and glad hand of L. A. Cornelius, ot 
he Wolverine Brass Works, Grand Rapids, Mich., was 
much in evidence during the meetings His oratorical 
abilities were not to be outdone by any one 

John D. Blake, of the Blake Specialty Co., Rock Island, 
ll. had on display a line of his specialties, which proved 
of much interest to the members 

The display of the Compound Injector & Specialty Co., 
of Chicago, was complete and evoked much comment. It 
was in charge of George J. Dehn and H. E. Parker, Jr. 

The ‘ MM. Kemp Mig. Co., of saltimore, Md., had on 
display one of their frost-proot closets, the merits of 
which were extolled by \\ \ Roeder 

B. Oakes, of Detroit, Mich., had on display a new flex 
ible closet tHlange, which has many advantages. He has 
not yet begun its manutacture, and was getting sugges 


tions and eriticisms on the device 








lune 2, 3 and 4, 1913.—-The twelfth annual convention ot 
the State Association of Master Plumbers of California, 
at Santa Barbara, Calif. The headquarters ot the conven- 
tion will be at Hotel Potter. The officers of the associa- 
tion are: President, Edward W. Crowell, Los Angeles: 
vice-president, John Cahill, Sacramento; treasurer, Fred- 
erick A. Wilson, San Francisco; secretary, John L. FE. 
kirmin, 120 Page Street, San Francisco 


lune 5. 6 and 7. 1913 \nnual convention of the Col 


orado State Association of Master Plumbers, at Colorado 
Springs, with headquarters at the Antlers hotel The 
meetings will be held in the chamber of commerce audi 
torium. The officers of the association are: N. W. Haas, 
Colorado Springs, president; J. C. St. John, Colorado 
Springs, vice-president; Peter Menzies, Denver, sec’y 

lune 10-13, 1913.—The sixth annual convention of the 
National Association of Building Owners and Managers, 
at Cincinnati, O. The convention will be held in Music 
Hall, and official headquarters will be established at Sin 
ton Hotel. The officers of the association are: Pres 
ident, Charles FE. Horton, Seattle; vice-president, Wil- 
liam Marshall Ellis, Chicago; treasurer, Frank C. Houpt, 
Milwaukee; secretary, C. A. Patterson, 139 North Clark 
Street, Chicago. 

June 16, 1913.—The annual convention of the New Jer- 
sey State Association of Master Plumbers, at Camden, 
N. J. The officers of the association are: 

George Turner, Asbury Park: first vice-president, W. V. 
Meslar, Morristown; second vice-president, L. A. Men- 


President, 


agaux, Town of Union; third vice-president. Jos. A. 
Sproules, Jersey City; national state vice-president, Harry 
J. Farrell, Camden; secretary, H. F. Baillet, Newark; 
treasurer, Geo. S. Aldous, Passaic. 

June 17, 18 and 19, 1913.—Thirty-first annual convention 
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of the National Association of Master Plumbers, at Phil- 
adelphia, with headquarters at the Bellevue-Stratford Ho- 
tel. The officers of the association are: President, Frank 
J. Fee, 415 West 14th Street, New York City; vice-pres- 
ident, Chris Irving, 1525 Larimer Street, Denver, Colo.; 
secretary, Charles F. Murphy, 15 Old Broadway, New 
York City; treasurer, Wm. McCoach, 1607 Sansom Street, 
Philadelphia. 

June 19, 1913.—The summer meeting of the Eastern 
Supply Association, at Hotel Dennis, Atlantic City, N. J. 
President, P. M. 
Beecher, Syracuse, N. Y.; first vice-president, A. A. Tom- 
linson, Nortolk, Va.; second vice-president, W. L. Blake, 
Portland, Me.; 
City; secretary, Frank S. Hanley, 261 Broadway, New 
York City 

June 23, 24 and 25, 1913.—Annual meeting of the Na- 
tional Association of Master Steam and Hot Water Fit- 
ters, at Niagara Falls, N. Y. The secretary of the asso- 
ciation is Henry B. Gombers, 260 West Broadway, New 
York City. 

June 25, 1913.—The summer meeting of the Central 


The officers of the association are: 


treasurer, Martin Behrer. New York 


Supply Association will be held in the Twin Cities, with 
headquarters at the St. Paul Hotel, St. Paul, Minn. The 
executive committee will meet June 23rd and 24th. The 
officers of the association are: President, William Ivy, 
St. Louis; first vice-president, P. J. Frey, Minneapolis; 
second vice-president, C. V. Kellogg, Chicago; treasurer, 
Kdw. I. Niedecken, Milwaukee; secretary, Paul Blatch- 
ford, 139 North Clark Street, Chicago. 


PLUMBER G. V. CLAFFY’S ESTATE SECURES 

$10,000 JUDGMENT. 
The Supreme court in Washington, D. C., on May 26th, 
ipheld the Illinois building statute in so far as it applies 
in the placing of safety barriers about dangerous places 
in buildings under construction. 

The decision was handed down in the case of the Chi- 
cago Canal and Dock Company vs. Katherine A. Farley, 
as administratrix of the estate of G. V. Claffy. The case 
was carried to the Supreme court on writ of error trom 
the Illinois State Supreme court after the plaintiffs in 
error had been beaten in each lower court in the state 
of $)linors. 

\ reversal of the [llnois Supreme court decision was 
asked on the ground that the building statute is discrim- 
inatory and thereby unconstitutional, violating the four- 
teenth amendment. In each step through the state courts 
this phase was argued, and in each instance an adverse 
ruling was made and exceptions taken 

The discrimination alleged was the difference between 
the provisions for the safety of employes in bulidings 
being newly constructed and those being repaired, fewer 
safeguards beme demanded in the latter. 

The deceased, G. V. Claffy, a brother ot Thos. J. Claffy, 
assistant chief sanitary inspector in Chicago, was a 
plumber, and while working in a building being erected 
for the Chicago Canal and Dock Company, he stepped 
into an unguarded elevator shaft and fell six stories, 
suffering injuries from which he died. 

His administratrix brought suit in the Circuit court 
of Cook county and recovered $10,000. An appeal was 
taken to the Supreme court of the state and the judg- 
ment was sustained. 

Then on a writ of error the case was carried to the 
Supreme court of the United States, where it was finally 
disposed of, Justice McKenna delivered the opinion 








May 31, 1913. DOMESTIC 
INVITATION TO THE THIRTY-FIRST ANNUAL 
CONVENTION AND REMINISCENCES OF THE 
THIRTEENTH ANNUAL CONVENTION. 

As Gathered from Memory by 
Wm. McCoach, National Treasurer. 


HE Thirty-first Annual Convention of Master 
Plumbers of the United States will meet in Phila- 
delphia, June 17, 18 and 19, 1918. The headquar- 

ters of the National Association will be at the Bellevue- 

Stratford: and meetings will be held in the Grand Bal! 

Room of this hotel, which is said to be the handsomest 

room in any hotel in the United States, and it has a 

seating capacity of one thousand on the main floor and 

with the galleries will seat fifteen hundred people 

It is to be hoped that this Convention will exceed 
all previous ones as to members in attendance. This 1s 
the second time that Philadelphia has been honored with 
a convention of the greatest of all trade organizations as 
a meeting place, and she has her arms open to receive 
all who may come and will tender to them that hos- 
pitality for which she is noted. 

The Thirteenth Annual Convention was held in Phila- 
delphia, June 11, 12 and 13, 1895, and was the first con- 
vention held in our city. The meetings of this Con- 
vention were held in the Walnut Street Theatre, and its 
headquarters were at the Continental Hotel, which in that 
day was the first-class hotel of the city. It was one of 
the most successful conventions held up to that time, 
and was a very lively one. 

George L. Uber was Chairman of the General Com- 
mittee of Thirteen, and singular as it may seem aftet 
these eighteen years, Mr. Uber is Chairman of the Gen- 
eral Committee of Thirteen of the present convention. 
Since the first convention a great many changes have tak- 
en place in the business of plumbing, as well as in the 
personnel of the association. Modern sanitation has ad- 
vanced to a degree of efficiency, which in all probability 


will be hard to surpass. 
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This convention was presided over by John Mitchell, 
of New York, and John E. Eyanson was president of 
the Philadelphia local association, and gave the delegates 


a hearty welcome to our city The writer introduced 


the Hon. Charles IF. Warwick, who extended the hosp1- 
tality of the city to the delegates in a manner for 
which he was particularly noted. So enthusiastic was 


the reception that James F. Davlin, ot Boston, called 


him the “Patriotic Mayor” and tendered three cheers for 
him. We were honored by the presence of John Pate, 
a master plumber of Montreal, Canada, who made a fev 
well chosen remarks on plumbing as it was done in the 
Dominion ot Canada 

The Philadelphia local association was then entitled 
to only eleven delegates, while today it 1s entitled § te 
thirty-six, from which it will be seen that the growth of 
our association has been steady and upward during this 
period of time. 

The following officers were elected 

James Meathe, president, Detroit, Mich 

Thomas H. Radcliffe, vice-president, Brooklyn, N. \ 

James H. Crumley, tinancial and recording secretary 
Detroit, Mich. 

W. E. Goodman, treasurer, Milwaukee, Ws 

The Brooklyn plumbers not being satisfied with some 
of the rulings of the convention, determined to secede 
and go it alone. They carried Mr. Radcliffe, who was 
elected vice-president, along with them, and consequently 
this office was vacant, and \\. 2 Doyle, who had been a 
candidate at the convention tor president, was appointed 
vice-president to fill this vacancy 

Mr. Doyle, on behalf of the Philadelphia association, 
presented an American flag to the national association 


with a patriotic address. 


These are a few of the reminiscences of the Thirteenth 
Convention which have come down to the “Thirty-first.” 

In conclusion will say that the City ot Brotherly Lov 
is again pleased to extend her warm hospitality to all 


who may come. 





Birdseye View from Lemon Hill, Fairmount Park, Philadelphia. 








Washington Plumbers Meet at Everett 


Hk eighteenth annual convention of the Washing in Philadelphia in June of this year, were: T. H. Belling- 
ton State Association of Master Plumbers was ham, Tacoma: Ed. Evans, Spokane; and Ben Olsen, Ta- 
held on Friday and Saturday, May 16 and 17, in coma. They were instructed to use all honorable means 
ie WK. of PL hall, Everett, Washington to secure the election of Chris Irving, of Denver. as 
layor Christensen opened the meeting. extending a National President 
rdial welcome to the torty or more visiting delegates, The proposed national trust fund received hearty com- 
issuring them that as this was the tirst time the City mendation, the prevailing opinion being that it should be 
d had an opportunity to show its hospitality to a con made compulsory 
ention of this kind, that all members would make the It was decided to call on Governor Lister and secure 
itv their own, and that upon leaving, the pleasant recol his influence in having a member of the association ap- 
lection would bring the Convention to Everett again at pointed on the State Board ot Health 
ome tuture date \\ \\ lame, secretary of the Cham The following resolutions were passed 
ber ot Commerce, tollowed with a briet talk on organiza Regretting and condoling the death in the last yVea®r of 
tion. and ats possibilities when applied to the uplift of |. J. Dunseath, Tacoma, and Ed. Haskell, Bellingham 
usiness conditions hie meeting was then called to Both were active members of the association in the past 
rder, and the ladies taken on an automobile trip and tour That members should use all effort to have cities in- 
t the cits stall additional public comfort stations and drinking foun- 
theatre party in the evening, tollowed by a dance and tains, as the exceptionally low death rate in the State of 
pper, completed the day’s entertainment Washington, was directly due to sanitary conditions pre- 
ailing, of which the above mentioned are most. 1m- 
Officers Elected. 
portant 
lhe tollowing officers were elected tor the coming year \ revision of the state plumbing laws, to be made sim- 
\. Hlealy. Everett, president: EK. J. Blythe Bellingham ilar to those existing in the state of Massachusetts 





” 


Members and Ladies at the Convention 


me-president I} \i Richards erett secretary \ \] Tacoma extended an Invitation to the \ssociation to 
(;oddard, lLacoma, treasures meet in that City next vear. which was conditionally ac- 
Phe following committees were appointed cepted 
\uditing— 1) Baker favmond: R. AML. Westovet T. J. Rowe, the “lone sheep” from Oregon, extended an 
i verett, and A\. Gehr, Tacoma invitation to all delegates to attend the Oregon State 
(redential—l-d. Evans. Spokane: T. H. Bellingham, Ta (Convention to be held in the Multenomah Hotel, Port- 
oma land, Ore \lav 23 and 24th 
Resolution ren O)lser kooma [uous evert, Spo On account of sickness in his family G. A. Weber, state 
kane secretary. was unable to attend and John Sarginson, of 
Del fates elected Ti the nate nal convention to bye held Spokane, acted 1 his place I V lambert. State treas 





Messrs. Gehri, Griggs, Olsen, The Handsome Bunch from Spo- Happy Nick Mirsch and L. Bellingham Delegation: Chip 
Belingham, Dube and God- kane. They Talked ‘‘In- L. Lent from Bremerton. Groom, H. M. Thiel, J. K. 
dard, of Tacoma. land Empire.” Robinson and E. J. Blythe. 
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urer ed his regrets as important business at the la 
MOmes prevented hy ittendance 
Banquet Saturday Evening. 

Phi ingquet on Saturday evening, held in Wetse: 
Garill is one of the most brilliant atfan n the histor 
otf Washington's conventions, ¢ \. Llealy, as toastmastet 
displaved unusually good judgment an: t in his sele 
tion of toasts, and remarks by Griggs, Bellingham, Eckat 
()lser nd others contributed to the humor of the ocea 
sion and held the interest of those present to the end ot! 
the banquet. President Ilealy presented Past-president 
(grizes, Secretary Weber and Treasurer Lambert with ap 
propriate gitts as a token of esteem trom his tellow men 
bers 

Manufacturers Represented. 

(has. Haas, representing the II. Mueller Mig. Co. Dr 
catur, Ill., was on hand with display of Rapidac goods 
Mr. Haas has been recently married, hence Haas was one 


salesman 
Wm. Lindeboom of 
\lich.. 


popular in the 


busy 


the Wolverine Brass Works. Grand 


Rapids with wite and sister, were present and wert 


“Doll? w 
Pall’ 


very convention party as much 


in demand amongst the delegates-——this S 


domesti 


a ‘ > 
sobry 1¢’T 





Of the Washington Master Plumbers’ Association. 


M. ob 


(ore.. 


Sawyer, of the Peerless-Pacitic Co., Portland, 


was on hand and was noticeably nervous when the 
conversation strayed trom closets and seats 


Notes. 


\. Gehri carries the smallest grip of any delegate, as a 


safeguard against loss and it is usually difficult to sep- 
ate hi it. 


ar him trom This time, however, despite its size, 


it was purloined and to his surprise, upon recovering it, 





Wm. 
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Chas. Healy, 


‘Lone Al. Bergan, of 
Newly Elected Sheep" from Ellenscerg, Ob 
President. Oregon, Sec. jected to His 
T. J. Rowe. Bald Head 
Appearing 
his entire pe nal efttect ‘an 
blamed Room 14 


Sa\ 


They 


nobody loves a tat man bart {hye beucdie a 
, ; ; 
tainly tell tor Jim Giri plitnibes re 
Lhe \\ rite. ‘Wats led t bye li ( 1] \ \ af ¢ i) 
] } -- é ‘\ leon an 
Seattle. aad a hard t.3ie¢ exp.alnhin ( Ir ckart the 
. ' ] Pry } 1 ‘ ] { 
presence Of a ladys belt ation i} | 1 
Py " ) . { ' t | ] ] ' ’ ’ 
foremost in activity on le local nit et 
was Fred Thomson I'red assa ' uch fell. 
}) is adipose, and threat (tq) Tii¢ 








The 
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Lindaboom, of the Wolver- 


ine Brass Works; M. B. Sawyer, of 


the Peerless-Pacific Co.; James 
Griggs, of Tacoma, and Chas. Haas, 
of the H. Mueller Mfg. Co. 


R. H. Ramsay, of Sedro 
Vvoolley, and ‘“‘Doll’’ Lin- 
daboom, of the Wolverine 
Brass Works. 


Charley Healy, of Everett, A jolly crowd taking in the town. 


dolling up. Ed. Evans before 


especially the 
having his picture taken. 


er 


restaurants 
refreshment parlors. 


and oth 
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List of Those Present. MASTER STEAM AND HOT WATER FITTERS OF 
! Robinson, H. M IOWA FORM ORGANIZATION. 
Thiel, Chip Groom 


Bremerton: IL. L. Lent. Nick Mirsch ‘ : : . 
At the call of the State Chairman John Ff. Garvey the 


7 


Bellingham (hristopher & Blythe, J. K. 


‘ 


Elensberg Mr. and Mrs. Al Bergan 
Everett: Mr. and Mrs. ©. A. Healy. Mr. and Mrs. R. M. Master Steam and Hot Water Fitters of lowa met at 
Westover, B. M. Richards, Mr. and Mrs. Fred Thomson, Mr. the Free Mason Temple, in Des Moines, la., on May 20, 
a bate spy ~eega ey ae ey eee ee eee 1913, at 10:00 a. m., the following firms being represented: 
ee eer ee ee a Swanson & Betsworth, of Cherokee; A. G. Anderson, 
Mt. Vernon G. W. Brown, Mt. Vernon Hdwe. Co. Globe Plumbing NX Heating LO., . EK. Nelson, of Boone, 
Raymond: C. D. Baker Ewinger Plumbing & Heating Co., of Burlington; J. H. 
Mullin A Sehaste>. a ee Fenton, of Cedar Rapids; M. J. Corcoran, Des Moines 
Sedro Woolley: Mr. and Mrs. R. H. Ramsay Plumbing & Heating Co., Globe Plumbing & Heating Co., 
Spokane ‘ir. ana Mrs. Ed. Evans, John Sargison, L. A. Pray & Comerford, Wallace & Linnane, Van Dycke 
Eggert, Modern .. & H. Co Plumbing Co., Bailey & Peppard, McCawley Plumbing 
Taceme: A. Gan, SF. Sn6 SS. OS. Dee, Mr. ane care Co. and Walker Plumbing & Heating Co., all of Des 


Moines; H. B. McCarten, of Dubuque; Fort Dodge 
Heating & Plumbing Co., of Fort Dodge; King Plumbing 
Co., of Keokuk; John F. Garvey, of Mason City; Ellis & 


Foster, of Waterloo; LaVelle & Hogan, V. J. Hagan, 
J. F. Gearen, of Sioux City, and Wilson Heating Co., of 
Washington. 

State Chairman John F. Garvey called the meeting to 
order and appointed A. B. Pray, of Des Moines, tem 
porary sergeant-at-arms and R. Knauer, of Des Moines, 
temporary secretary. Motion was made by Mr. Linnane, 
of Des Moines, to proceed to the election of officers. By 
unanimous vote the following officers were elected: Presi- 
dent, John Fk. Garvey, of Mason City; vice-president, Mr 
Wilson, of Washington; and treasurer, F. Betsworth, of 
( herokee 

Motion was made by Mr. Knauer, of Des Moines, to 
elect Mr. Bailey, of Des Moines, for one year and Mr 
King. of Keokuk, for two years on the board of directors 
the board of directors to include the president, vice-pres! 


dent and treasurer. and serve until the next convention 





This was carried by unanimous vote. 


The meeting thereupon adjourned until 2:00 p. m. 


Chas. Haas and the Mueller Display. 


The afternoon session was called to order by Chairman 


Ben Olsen, Mr. and M1 \. M. Goddard, T. H. Bellingham, ; | Garvev at 2 o'clock. The board reported that it 
Mr. and Mrs. James Grig: , ' , ; 
' | had held a meeting and elected B. Knauer, of Des Moines, 
M1 i. J. Rowe, Secretary of the Oregon State Association. T) | 
and \irs Prowse \\ ry) [Linde moom. of the Wolverine Brass ais a a | retary. | 1€ report Was ai ( opted. 
\ rks, Mrs. Lindebuom and Miss Anna Lindeboom: Chas. Haas Mr. Wilson, of Washington, made a motion that this 
of the H. Mueller Mfg. Co., and Mr Hlaas: M. B. Sawver, of organization be called the [owa Master Steam and [lot 
the Peerless Pacific Co. and “‘Domestic Engineering:” C. G. Fu . ; -— rs 
' | 1) ‘| : | — run Water Fitters’ Association, that the elected officers be 
‘ ‘ ? ‘ pile i ry i . . . 
made permanent until the next convention, which shall 


: : | take ‘place at Keokuk the same week as the lowa Master 
JERSEY CITY MASTER PLUMBERS ELECT CON- Plumbers’ Association held their convention, when proper 
VENTION DELEGATES. by-laws will be adopted. During this time the board 


directors will govern all association matters, subject 


— of 

\t the regular meeting of the Master Plumbers’ As- and in conformity to all existing by-laws of the national 
sociation, ot Jersey City, N. J., held last week, the fol- organization. This was carried by unanimous vote. 
lowing members were elected as delegates to the state Mr. Trane, of La Crosse, was presented and addressed 
and national conventions: Wm. J. Cross, A. R. Harris, the meeting on matters pertaining to the trade. 
Chas. Werner, Jas. A. Joans, Wm. A. Barclay, Jr., John Motion was made and carried to admit all master fit- 
J. Coppinger, John J. Corcoran, R. Ewald, J. G. Birken- ters of the state to this organization under the National 
stock, Jos. A. Sproules. Alternates: T. Watson, A. J. F regulations and on payment of initiation fee, but add $2.00 
Edge, J. A. O'Neil, J. C. Kuntz, A. Loss, Valentine state dues for the time until the next convention. 
Ringle, John Anderson, H. A. Cohnedet, R. Entwistle, Various topics were discussed in regard to the trade 
H. Fb. Parle and trade protection and the motto of the National 


i . “Who helps me, | help,” was declared the best ever and 
ELMIRA MASTER PLUMBERS AGAINST SUB- agreed to be carried forward by all members 
CONTRACTING. The meeting thereupon adjourned. 


The Master Plumbers’ Association, of Elmira, N. Y., at Co-operation—that’s the way to get results. Co-operat: 
a meeting held last week, decided that hereafter no mem- with your competitor, with aie customer, with your en 
ber of the association shall take sub-contracts. The as- ploves—with your trade paper. We can accomplish but litt! 
sociation is of the opinion that it will be more satisfac- with our own hands, but get the hands and brains of a mil 
tory to all concerned to deal with the owner of the prop- lon at work and you can move mountains.—/rom H/ashin 


} 


a | ° S| | . . 
erty where the job is to be done ton State Convention program 
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MANHATTAN MASTER PLUMBERS TENDER Thos . McCa il eo. E. Gibson I. J. Barth 
DINNER TO JAS. P. KNIGHT. Jas. McCullough MU. M. Golding ime Armstrong. 


Cuno Mullet! } E. Griffin Hierman AuskKulat. 

is ae Ore wees Chas. Murph: | J. Falihee Vin. Thompson. 

The New York Master Plumbers’ Association, Man- Jere J. Murphy. Frank J. Fee Thos. Tuomey. 

hattan Branch, tendered a dinner to Jas A. Knight, one John S. Murphy I W. Fowle: Geo. W. Taylor. 
of its past-presidents, on the eve of his departure for Louls Moeschen Philip Elen B. D. Braltel 
. , aia _ , , Geo. H. Morris (has. Darmstadt lL. FE. Tucker 

Europe, at the rooms of the Building Trades Employers > B Lasett HB De Vos Oris C: Wacom 
Association, 30 West Thirty-third Street, on Saturday John A. Long tt. F. Donohoe Wm. Young. 
evening, May 24. las. Lawler los. D. Duffs Hi. V. Swalm. 
Mr. Knight, accompanied by his wite and daughter, Jas. rs Knight nee Deigan 7 -— i. 
sailed Tuesday for a three and one-half months’ trip a : —— om astaseccgeal ae 

‘ P. F. Kenny Wim. J. Conklin \\ lr Marshall. 

abroad for a much needed rest. Chas. Kemp lohn W. Cooney. \ \ Dumond. 


The meeting was intormal in every way and good fel- 
lowship predominated during the evening PUBLIC COMFORT STATIONS. 
The guests of the evening, in addition to Mr. Knight, 


were Frank J. Fee, National President; John Byrns, B The Master Plumbers’ Association, of Davenport, Iowa, 
B. Traitell, past president of the Building Trades Em- has petitioned the city council of that city to construct 
ployers’ Association, and [. J. Brown. Milton Schnaier a public comfort station. A downtown location is sug- 
acted as toastmaster. vested. Some site between Fourth and Second and Har 
Music was furnished during the dinner by a string or- rison and Perry Streets is favored by advocates of the 
chestra. proposition. 
At the conclusion of the repast, the toastmaster arose 
and after a few remarks on the occasion of the dinner Phe Northwest Onl Burner & Equipment Co., of Port- 
paid a high tribute to Mr. Knight and then presented land, Ore., furnished two oil burning outfits for the Port 








Dinner of Manhattan Branch of New York Master Plumbers’ Association, May 26, 1913. 


him, on behalf of the Manhattan Association, a hand- land public brary, the installation being done in connec- 
some traveling set. tion with the heating system by Contractor ©. ©. Cox. 
Mr. Knight responded, thanking the association for the lhe fe E. Dudley Plumbing ra Heating (o. has been 
gift. He spoke of the conditions existing in the trade to- incorporated at Aberdeen, Wash., with a capital stock of 
day and told of the good work which was being done by $2,500, by F. E. Dudley and others 
the Master Plumbers’ Association to ameliorate condi- Joseph E. Wickstrom has asked for a franchise to 
tions. Among the other speakers were John Byrns, Frank operate a central power and heating plant in Olympia, 
J. Fee, Jere L. Murphy, B. B. Traitell and I. J. Brown. Wash. 
At the conclusion of the speaking, the guests were en- S. L. Harrington and Lee Tipton have opened a plumb 
tertained with a vaudeville performance. ing and hardware business at Fowler, Cal 


Those present were 
cine. % tam a: th tee “BEST I EVER READ” SAYS MONTANA 
Herbert A. Smith E. A. Kiernan. W. E. Crosby. PLUMBER. 


James Smith J. Jarcho Thos. J. Cummins. 
W » Smale Morris Jarcho Michael J. Canavan TY 4 | 
VY. } nal ° M rT i ; Phomp f T) i il}s. VMiont : \pril ‘} 14] > 
John Renehan. J. H. Jasper. Wm. G. Cornell. m . zs . 
Ed. J. Renehan Thos. J. Ivans John FP. Blair Domestic Engineering,’ Chicago Enelosed please find 
4 : oe ‘| & "hile j ifs. : v« i e J rle ws 
B. W. Rod. J. J. Hannegan Jos. H. Booth. P. O. mone y order tor $2 tor mv subse ription remittance, 
J. A. Rossman \ugust Hansen John Boyd. Your paper is the best that I ever read and I like it very 
vaibaolliagy She csiees en eee aoe o BOWE. much. Yours truly, M. D. McCurdy 
Isador Polla« k. John G. Flanson John Byrns. 
Wm. H. Phillips Harry Hemlir William Brown : ; 
Madi ps, ' ' ; ART. ), GRE et: BS tae, ff — ( Lae 
; ; Wayne a—IThe Wayne Plumbine & Heating ha: 
lohn ¢. O'Neill. Robert Higgins Bernard Bugs ° i i sila ‘ | 
Nally ohn Hopkin William Boss. been in orporated with a Capital OF $5,000 Henry ( nKie, 


B. Metloughilin. i. Ines Aleck Brown of this city. 1s at the head of the new enterpris: 
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PEERLESS HEATER CO’S. CLEVELAND 


MOVED. 


OFFIC 


T. 


ha en found a difficult problem tor the men to cover 
the ters ry often enough by local trains to get the best 
! »\ thie sf ( Lies automobiles the Various 
ilesmet re enabled to be t home each Sunday and 


* 
} 
4 





| - Y y! | has oved 
) ar | 
bod c Vie lead 
| hee Eight Jobbers’ Salesmen and Their Machines. 
TOLEDO JOBBERS IN NEW HOME. quite olten during the week can spend a mght at home 
ind ll vo over a great deal of territory. 

Phe ae ae { by toe plum ers ane W hale quite a Tew hobber-salesmen use automobiles, it 
eamftit : (>) will on June 2nd is unusual to tind a house in an agricultural territory 
’ ’ nm the new building at 430-32-34 Huron Street vhere all of the salesmen are using this method. 

Ccn hie OXTLO teet, torres and base 
ent Phos ti | el] er Ohio, Micha: and THE MAY MEETING OF THE MASSACHUSETTS 

Indian their sal eril that territory 


KNOTT MFG. CO. INCREASES CAPITAL 
AND MOVES ITS PLANT. 


STOCK 


CHAPTER OF A. 5S. H. & V. E. 


Lie 


(Chapter of the 


last meeting for the season 


of the Massachusetts 
\merican Society of Heating and Ventilating 


held 


le nemeers 


was \lay 13 at Louis’ Cafe, Boston, and 
Phe Knott Mfe.. ¢ mufacturer of plumbers’ wood it was considered the most instructive of the year. The 
vork, h increased it ipital stock to $50,000, and is following were in attendance frank |. Cooper, presi 
at the present time 1 in) s plant trom lort Wayne den ll. W. Whitten, vice-president; J. W. H. Myrick, 
Ind., to Tell City, Ind., where a modern factory will be secretary; William T. Smallman, treasurer; William G 
erected this L1yyarrie lhe removal of the tactory to the Snow, members of the board of governors; W. N. McKen- 
itter citv is done ft two reasons, one being the near- na, and (has. Morrison. 
ess t vA SE Up] lumber and the other th The subject was “Humidity,” and it was very ably dis- 
excellent transportation facilities, the Southern Ra cussed by experts present, including W. C. Elhott, of the 
ad ay the OF ohn TP. Knott, the president Stuart Cramer Co.; W. W. Maclean, of the Museum ot 
hie pany irted this business abo two Veal line Arts: Charles F. Eveleth, of the School House Com 
. ind ait has been a success mi the beginning mission, Boston; and Irank T. Chapman, ot the New 
York Chapter. Mr. Elhott said that since the installation 
LEIGHTON SUPPLY CO. USES AUTOMOBILES. of the humidifying system in the Cheney Silk Mills there 
has been a wonderful freedom from all kinds of contagious 
It is our pleasure to present herewith an illustration diseases in that plant, and they have not experienced the 
of eight Ford automobiles lined Ip oin front of the usual epidemic of LaGrippe which heretofore had been a 
Leighton Supply Co hort Dodge, lowa. Each sales cause of anxiety every winter. 
man of the house has his machine with which he covers \ir. Maclean explained that quite often they have loans 
his given territory of very valuable furniture in the museum and such things 
Since that portion of lowa handled by the Leighton would not be loaned to them unless they have special 
Supply Co. is practically devoid of interurban lines, it arrangements for placing the exhibit 





In an atmospher 

















May 31, 1913. DOMESTIC 


where it will not fall to pieces. This makes it necessary 
to have the humidity regulated. Without this rare onl 
paintings will crack and check. The museums exhibits 
of Chinese Lacquer work also require umtorm con 
tions 

President Cooper read a communication of vital interest 
to the effect that a commission has been appointed in 
New York by Governor Sulzer to make a special study ot 
the question of heating and ventilating school house 
This special investigation 1s made possible under a recent 
donation of $50,000 by Mrs. Elizabeth Millbank Anderson, 
to make a caretul research and investigation of the sub 
ject. This committee, which is to be appointed by Gov 
Sulzer, will include Prot. C. FEF. A. Winslow, College of the 
City of New York; Prot. I. S. Lee, College ot Physicians 
and Surgeons; James Alexander Miller, medical expert, 
B. Phelps, Massachusetts In 


stitute of Technology; Prof. Kdward L. Thorndike, Co 


Bellevue Hlospital: Prot ‘2 


lumbia University; and Dwieht D. Kimball, enginees 
New York City. 

The subject of a mid-summer meeting was taken up and 
an enjoyable outing is anticipated. The date for this 
event will be decided later by the president 

The Chapter, thereupon, adjourned to meet again on 
(October 14. 


EXHIBITORS AT GAS CONVENTION. 


\mong the exhibitors at the eighth annual meetine of 
the Natural Gas Association of America, at Cleveland, ©. 
May 20th, 21st and 22nd, were the following 

The Gealy Wrench & Mfg. Co., Grove City, Pa. ex 
hibited and gave practical demonstrations of their fa 
\. S. White, G. M. Gealy 
and A. kk. Hunter were in charge of the display 

The Toledo Pipe Threading Machine Co., Toledo, ©., 


had a booth arranged for eivine workine demonstrations 


nous “Gealy ’ chain wrench 


of their threading machines from mech to 12 inches, in 
clusive. They also showed their pipe cutters. The booth 
was in charge ot \W. ¢ Lonenecker, S. S. Thornberry 


and R. H. Irwin. 

W. W. Strickler & Bros.. (olumbus, ©). had a ery 
interesting exhibit of their automatic ratchet pipe cut 
ters and demonstrated their merits under working con 
ditions. W. W. Strickler and Chas. K. Strickler were in 
charge. 

The H. Mueller Mfg. Co., Decatur, Ill... had an excellent 
exhibit of gas specialties and tools for the gas trade. Fred 
. Mueller and J. Hl. McCormick were in attendance: 

The Hays Mtge. Co., Erie, Pa., showed the “Manhattan” 


} 
| 


~ 


automatic water heater in action, which created much 1 
terest and caused much tavorable comment The merits 
of the heater were very capably explained by Mr. John H. 
Berkenkamp, ©. Ek. Mueller and T. J. Nagle. 

The Borden Co., Warren, ©., had a very attractive dis 
play of threading and cutting tools which was very ably 
presided over by G. I. Morgan. 

Macbeth-lassett . A. (leveland., ()., displayed its M. 
A. D. Mac- 


beth, Geo. R. Fassett and EH. J. Lyons were present. 


& I, gas boilers under working pressure. 


The Humphrey Co., Kalamazoo, Mich., had a numbet 
of its different heaters on display under working condi 
tions. H. S. Humphrey and J. Albin Johnson were in 
charge of the display. 

The most extensive display at the show was that of the 
National Tube Co., Pittsburgh. The exhibit occupied 


four booths which just gave room for their 42’ 9” length: 


of pipe. The company displayed an extensive line of 


fittines. brass valves and their famous “Kewanee” union. 
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LIST OF EXHIBITORS AT PHILADELPHIA CON 
VENTION TO DATE 


t | Bell e-Strattord FElotel, Vhila 
rt Cg 1 | j ! ~ } 

I ~¢ Ti! ‘ ! j 
Le ystor Supy \It ( | bdelpl 
I-N-I. Pump & MM ( edt 

Wolverine Bra Wor (Grand Rapid Mich 
Central Radiator Co Lansdale, Pa... | 
Speakman Supply & Pipe Co Wil 
E. B. fadger & Son (°O Boston Via 

Il. Mueller Mf (‘o., Decatn 1] i 
Camden Pottery €o., Came N. 
\Vmerican Tin & ‘Terne Plate Co Philadelpt I 
Leatatoe bere \I Ce) (‘leve } 4) 

The Pta \I 1 é (‘inet it () | 
Phe Tae Nit ( cls n ‘) | 

i RAs i 

VIaddoct ! ( I nts | | 
Pisvinie Jerre ‘arn ( I 

Joseph A. Vogel & ¢ \' Led 
Kleck Bros. Co Philadelph 
Ruud Mfg. Co Pittsburgh, Pa 

Philadelphia Mets (‘o., Philadelphia ! 
(*. FE Church Mfe ("oO blolyoke Mian I 
Woodward-Wanger Co., Philadelphia 
Nye Tool & Machine Worl cn) crt) 

Walls, Owen é¢ Stambach € i 
(00d Mf. Co N ¢ Y kk Cit 

Vinerican Bra Co., i york Cit 

lDpavton Piurip & Mig. Co DPavton., O os I 
Hloneywell Heating Speelalt (o., Wabash, Ind 


The (;ealy Wrench WW Nifg. (arove Cit c Pa 
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moved his offices from 309 Broadway to 1510 Woolworth 
Building, New York Cits 

Charles H. Klaman has associated himself with the 
Fischer-Sweeny Bronze Co.. Hoboken, N. J., manutac- 
turers of the “Turbine Ejector” pumps for vacuum heat- 
ing systems, and will represent that company in Greate! 
sew York territory 

Frederick M. Paull, wh as recently accepted a po- 

t s Manila representative of the American Hard- 
va and Plumbing Co., of New York, was married at 
Bridgewater, Mass on May 15th, to Miss Ethel Whit- 
MO! that place. Immediately atter the ceremony they 
eft tor New York, then they went to Detroit for a short 

ind sailed from San Franetse May 24tl Mr. Paull 
: lative I Paunton Mass Hie has signed a con- 
tract to serve the American Hardware and Plumbing 
Company at Manila tor a period of four years. He and 
his bride expected to reach Manila about the middle of 
lune 
THE BENEDICT CHAIN WRENCH. 

fhe Benedict Chain Wrench. shown herewith, is 
manutactured by the Benedict Wrench Co., of 143 West 
Michigan street, Chicago, with the 1dea in mind that it is 
to do the work of any pipe wrench, either jaw or chait 
wrench, on small or large pipe. This wrench consists of 


three pieces OF ly, the body-chain and spring, as shown in 


is claimed there is nothing to get 


out of repair. Its most conspicuous feature is probably 

the teeth on the chain, which enables it to erTip and hold 
| 

pipe, elbows, flanges, valves on any connection at any 


body 1s made of the high- 





The Benedict Chain Wrench. 


est grade cast steel, guaranteed to withstand any possible 


vith 


en- 


and 


strain the chain is made of tool steel, tempered, 
The 


chain. is 


This 


spring, which is 
affected 
wrench 1s 


side 


working 


attached to the not by any 


‘train apphed to the pipe made in five 


! 

sizes, taking pipe up to and including twelve inches 
It ? ’ ? j 7 ety > +r hy ¢- 7 a “—+te- tiv > - ] i " with 

cS CC pra t co cai fot) a ii AN 1 ila i\ « Lfit er WA itn 

| . 7 7 e 

ll particulars upon application to the manutacturer, 
mentioning |) nesti f!ngeineering 

. - ; | { 
Lorain, © George Kratt, of this city, has secured the 


he Huron county court house and 
ing completed by March 1 


The building will cost $82,000. The plumbing and 


heating contracts have not yet been let and will be of 

msiderable size Architect Redding, of Norwalk, O., 
drew the plans for the structur 

Davton, © \ $10,000 bond issue for the purpose of rais- 
ing funds for the building of an addition to the Children’s 
Llome here, has been decided upon \ wing to accom- 
modate 120 children will be added. This job will include 
some special plumbing contracts 
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NEW CATALOG OF FORT WAYNE ENGINEER- 


ING & MANUFACTURING CO. 


(atalow Ne ry? 4 Pa any sand Water Supply Sys 
tems ‘ st een be cf Dv the t \\ . ( ney Cl 
ine & JAlanutacturing ¢ Fort Ways nd In an 
nouncing it the ll attention 1 eas manut 





Piant of the Fort Wayne Engineering & Mfg. Co. 


ing tacilities, a new two-story tactory buildin 2 


1 * r ‘ , | ‘ 
cently been completed [he catalog .s replete with 1n- 
Structive mtormation \ COpy Will be sent to readers 

; all . > , [ ? } | mrs ly ? 
who Will mention JomeES nvineerimey when wrt ne 


INTERESTING WASH-SINKS OF UNUSUALLY 
LARGE DIMENSIONS. 


1 


The accompanying illustration s 


lows the type of wash- 
sinks adopted by the International Harvester Co., at its 


various branches. The sinks are 30x72 inches. made in 








Unusually Large Enameled Sink. 


ne piece, and enameled inside and out These one-piecs 

1? 1 1 ? “ 

Li CNnanicle Wail INKS ( Said to { t i rest ¢ tile 
a 4 

Kind ever made in vere manutlacture y ithe it 

Sanitary Manutacturing ( Salem, Oht 


onnecteq ‘ t } the Di ry? trade in t t by 
Das Clg en year 
Ka _ f \ M. ( | I was, OT t ~ ] ~ ~ ( 
nis sf] t time ThHese days it preparing ! eSsay ¢ 
How to Runa Plt Business This « 
Té i‘ eyes “¢ Tie T) emt ] ( Tile Nat 4 ‘ g¢ + , 


of Master Plumbers, in Philadelphia 
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Lower Prices tor Pig Iron. 


The AI 
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No. 2 Southern foundry, Birmingham..... 11.50 ¢ 12.00 


Copper. 


ry q ‘ , ‘ , ‘ 
Che market has been somewnat unsettied parti ida Tiy 
ee TH 1, | tr: 1 4 | lit 
anroad [his iS due {to tne straineq nal lait Cong Ons 
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NO MATTER WHAT THE PRICE, THEY MUST 
HAVE “DOMESTIC ENGINEERING.” 


Steck Company of Indianapolis, Wanted to Be Sure to 
Receive Their Paper Regularly and Preferred to 
Remit Too Much Rather Than too Little 
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Delegates E x-officio. 

i* \. Drees President La | \ssociatior (farl J. Steir No 
1) Gg Buchana Mich I. WW. Elude 
( ry Ff 

Honorary Members Elected as Honorary Delegates. 

ID. S. Bair \ WM I} n, | (*. Bovd, Charles T. Byrne Petes 

Schmitt. Paul Jaes Lhe 1. Murray, Paul Redieske, Daniel 


tock, J. B. Ryan, W. S. Verity, James J. Wad 


Special Convention Train from Chicago. 
With a view of providine the best arranocements pos 
ble tor the National Convention the Chicago Maste 
Plumbers’ Association has appointed a ‘J ransportation 
(Committee which atter carefully going into the matter of 


rates, equipment to be used, route to be traveled, ete., has 


consummated all arrangements with the Baltimore & Ohio 


Railroad tor a “Master Plumbers’ Special” train to leave 


the Baltimore & Ohio Station (corner Fifth Avenue and 


Harrison Street), Chicago, at tive o’clock on the afternoon 
ot Sunday, June 15th, for the Philadelphia meeting. Thi 


| 


cars will be all steel, and it will be an electrically lichted 


train de luxe affair, consisting ot a sufficient number of 


new Sleepers, dining car service and other equipment nec 
essarv to take care of travelers Kor the benefit of thi 


delegation and its guests, the Chicago Master Plumbers’ 
\ssociation has arranged tor a well stocked commissary 

which will be a valuable asset on such a journey, and 
distribution will be made en route with the compliments 
t the Chicago Association 

The Association invites all western members who wish 
Reservations must be 
Peter Munn, Sec 


retarv. Chicago Master Plumbers’ Association. Schiller 


to do so to travel by this train 


made promptly, and can be mailed t 


Building, Chicago 
~ The round trip rate from Chicago to Philadelphia via 


iS train nad return 1 eoular trains > S$27.00, 
] ‘+r g } 1 4 . | +) + . 
leeper extra Picket 1s good tor ten days, with stopovers 


\ ] . ‘ 
at Baltimore, Washington and other points 


James J. Wade is putting the finishing touches to an 


iddress he is contemplating delivering in June betore the 
National Convention of the trade at Philadelphia 

Arthur M. Burns, a master plumber of Ne ' 
was a recent visitor in Chicago. He came here for a few 


days’ stay with relatives. 


——a aro eS oe  —_ __ te 


Minnesota 


= —w aX oO roar oe 
St. Paul. 


Daniel W. Stevens, 189 West Third Street, is installing 
he new Webb lat building 





> 


team heating system in t 
at Portland Avenue and Dale Street. He is also re- 


modeling heating plants for the Howard James Estate, 


on Summit Court, and for Sydney Dean, on Grand Ave 


Paul Chapel has been awarded the plumbing work in 
the Michaud Building at Seventh and Wabasha Streets; 
also in a new residence for J. Boerner at Fairmont Ave- 
nue and Oxford Street, and i new residence tor \Wm 
Fink. of the Riverside Lumber Co., to be built on Lin 
coln Avenus 

R. M. Knox, 460 Bancroft Street, is installing hot water 
heating plants in new dwelling houses as follows: small 
dwelling for Oscar Olson, at 1950 Lincoln Avenue; for 
Harry Olson, at Simpson and Taylor Avenues; Prof. 
Clark, at 1787 Selby Avenue; Jake Earling, at Hall Ave- 


nue and Belvidere Street; Craftsman Building Company, 


t Rondo and Victoria Street, and for John Scharfe, on 


Lincoln Avenue. 


1 


M. J. O'Niel was low bidder on a combined bid tor 


4] 


he plumbing and heating. 1n tl 
‘ 


me new Tuberculosis Hos- 
pital, being erected at the City and County Hospital. His 


ryt 


id amounted t 


S10.740.00 
(seo. A. Kleinschmidt. 1097 West Seventh Street. was 


awarded the steam heating in the St. James Parochial 


School and in the Pilney store and flat building at West 
Seventh and Warsaw Streets He is also installing a 
hot water heating plant in a new residence for Chas. 
Simmer at 2005 Lincoln Avenue 

Bert O’ Niel, 899 Fuller Street, 1s installing a hot water 
heating plant in a new residence at 1224 Albemarle Street 
and in the Tomey residence at Princeton and Fairview 
\venue. 

| P. Adamson, 1920 West University Avenue, ts in- 
stalling heating system in a four-flat building at Rondo 
and St. Albans Streets. 

Swanson Bros., 298 West University Avenue, have been 
awarded the hot water heating in a new dwelling house 
for T. C. Jones at 831 Dayton Avenue. 

Schnaith Bros., 439 East Seventh Street, were awarded 
the plumbing contract in the new building for the Day- 
tons Bluff Commercial Club. 

George McConnon, 506 St. Peter Street, was the suc- 
cessful bidder on a new dwelling for Chas. Mates, 
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Avenue and Charles Street, and 
Building Co., on 


at Hamline 


new dwelling houses for the Pioneer 


[glehart Street, between Chatsworth and Oxford Streets 
EF. J. Stahl, 506 St. Peter Street, was awarded 1 
plumbing in two new residences for James Keoug! 
nen & Eha, 105 Hackney Buildn stalling a larg 
steam heating system at Dubuque, I | 
Healy Plumbing & Heating Co. has en awarded thi 


plumbing and heating in a machine shop and round 


house at Balton, Mont.. for the Great Northern Railway 
Co. This company also has crews at work for the Great 


Northern at Helena, Great F; 
The Capitol Plumbing & Heating Co., 135 North Smith 


Avenue, has closed up several contracts in the last week 
among some ot the largest are plumbing and hot wate 
heating in a flat building for the Theo. Hamm Brewine 


lolehart 


residence for J. Johnson, at 


ea | and larrington plumbing in a 


new 1060 Stinso nStreet. 


plumbing for Sam’l Willias In a duplex flat at 1016 
front Street, and plumbing and heating for John Maie 
Ina duplex Hat at Gotf Avenue and -\ugusta Street 


ly ’ ¢ 7 | ] tha 
vpeen AW ATCUeC CG Lia 


residence tor A 


» on ‘ | . . ihe ‘ : se 1 1 
Bros. ?®64 ll niversity \venue, Was awarded thre 


kIlmer Johnson, Street, has 
contract tor plumbing in a new 
Swanson 


Contract for the installation Or not water heating svstem 


Hankel & Eha, Hackney Building, have been awarded 
the contract for steam heating in the new Brown & 
Bigelow plant, being erected at University and Hamline 
Avenues; the plumbing contract will be let this week 
Kees & Colburn, Lowry \nnex, are the architects 

Georg McGeary, 1h.) Vest Third  Jureet, has been 


: 1] 


awarded the hot water heatine contract in a new dwell 
ing house for Mr. D. EF. Polk, to be built on Dayton 
Doerland 
tract for the ph 

The Doerland | 


been awarded the 


Avenue. The Plumbing Co. secu 


mbing 


Numbinge Co. Newton 


S?0.000 


Building. has 
contratt tor a new residence 
Hill tor Greve 


Street, was the successful 


to be built on St (Oppenheim 


hidde 


\nthony 
Burt O’Niel, 899 Fuller 
on the hot water heating inst 

Lundstrom & BI 


Street, 


illation. 
Avenue and Milton 
7 


plumbing and gas 


oomaquist, Selby 
were the low bidders on the 
new residence to be built for S. T. Sorenson. 


\venue: Holt 


Street, was awarded the hot water 


fitting ina 
on Marshall 
Kast 


Plumbing Co. 189 
Sixth leatine 
contract. 

J. W. 
plumbing and gasfitting in a 
on Arlington Hills for 


contract in a Parish 


Martin, 600 Lawson Street. was awarded the 


| 


, 7 
new re sid ence to phe erecteqd 


The plumbing [louse and Gym. 


nasium to be erected by St. Clemens Episcopal Church, 


at Milton Street and Portland Avenue, was awarded to 


the John E. Holt Flumbing Co., 189 East Sixth Street 
E.. J. Snyker, 1661 Grand Avenue, was the low bidder on 


residence being 


Street for 2 is, 


and as tting in a new 


\venue ane 


the plumbing 


erected at Portland Pierce 
Schultz. Chas. Schiller, 938 Rice Street, was awarded 


the contract for the hot water 
ae Minn.. was the ucc 


bidder oT) 


heatin 


Butler, Stillwater. essful 


both the plumbing and heating in a new resi- 
alt Stillwater, by H. FP MekKusick. J. 


bidder on the 


dence, to) he buglt 
M. Renner, 


and steam heating in a new 


Minn. 


\lexander, Minn... was the low 


plumbing high school build 


Millerville, 


ing at 


Sioux City, Ta—Hueh F. Hogan, the first master 


lumbing business in this city, has 


Fifth M. J. 


learned t binge trade 


plumber to open a ] 
sold his 


E. Lye. Mr. Hogan 


Street, t 


just business at 514 
and W. le plum 


—— 


fisher 
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Lawrence.—William Seisig, who before his departure 
tor California a few years ago conducted a plumbing and 


tinsmithing establishment in this city, has returned and 


~y 


reentered the business. He has opened a shop at 13 
Jackson Street. Mr. Seisig has already secured several 
contracts. 
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Marysville—City council awarded the contract for the 
installment of a sewage svstem to William M. Graham. 
ot Columbus, ©., at his bid of $59,932.86 and also awarde: 


’ 


the contract for the installment of a disposal plant t 

frank Milligan, of Bellefontaine, O.. and William Epps 

of Marysville, O., at their bid of $42,054.40 
lronton.—-The council at a special meeting has voted 


ice to employ an 


to authorize the director of public sé 
engineer to submit plans and specifications for a tiltration 
plant, subject to the approval of the state board of hea 

bellevue.——City engineer Laylin has made a report on 
the proposed storm water relief sewer to protect Bellevue 
trom tloods. Estimated cost 1s $38,000, The council will 
take no action until the plans of the county commission 
ers tor Hood relief 1S revealed. 

Zanesville-—The circuit court has contirmed the = de- 
cision of Zanesville to issue bonds in the sum of $363,000 


tor the contruction of a new waterworks plant. The 
council will act promptly in the matter of providing the 
water supply. 

Columbus.—The William H. Conklin Co. has’ been 
awarded the contracts for the heating and plumbing for 
the new Botany Building at the Ohio State university 
(‘ost about $17,000. 

Fremont.—The contract the city has with the Hersey 
Meter Co. to furnish meters to the city entered into 
some time ago has expired, according to a communica- 
tion filed by Service Director Sneider. 








[Kentucky 


Louisville. 





G;eorge Schardein, president of the Louisville Master 
Plumber's Association, and also president of the Ken- 
tucky State Organization, was one of the large number 
of Shriners who represented. Louisville at the recent 
meeting of the order at Dallas, Texas. After the close 
of the convention in that city, the Louisville Shriners and 
many others took several interesting side trips. Mr 
Schardein has just returned, and is enthusiastic about 
Texas and the Texas climate, although he still prefers 
Louisville as a place to live and do business. 

Whallen Bros., owners and managers of the Burking- 
let to M. J. Duffy & 


Sons Co.. the contract for the complete remodeling oft 


ham Theater. in Louisville. have 


the toilets and lavatories at the theater. The work was 


also designed by the Duff establishment, and when com 


pleted will make this feature of the house as fine as any 


in the country. The work includes fourteen all-porcelain 
urinals, two svphon water-closets, special ventilation, et 

The room will he wainscoted with slate and there will 1c 
slate partitions between the urinals and_ closets The 


promenade will be of tile, with lead and tar-pitch joints 
The Duffy company is also roughing-in the plumbing 
at the new Y. M. C. A. building, which is about ready 


. ‘ 1 . j 1 . a * ‘ 
toy this work, and 1 nisninge wuwup the Towel rr conner 
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tion with the new grill at the Preston | at Third 
and Main streets Kutch equipme most ad 
vanced type is also being installe: it 1 n rote 

Lhe Salle kite en wil S ( tne i t 1 Sg bys 
restaurant, which 1s in the same buildin | any 
has also it ind the plum i! \ LIS 
ot the |] sville & Interurl Rail l be a 

d-sized 1 
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Awarded 











: | T ) 

(;srand Forks, N. D Sp '. . é rele 
the contract for tl plumbuir Sat M 
new building in this city 

1 1 4 ih ) 

Champaign, U11.—The Kel ne & H 
} r . 71F ‘| +1, " . -* ~+ + .f i. ¢ litry] en «¥ ‘* ‘ wu 
bictS i toe &' Lii¢ contract Lao] il¢ PoOLUITT! 1] iT} new 


court house at Loutsville. II] 


Macon, Mo.—G. A. Sparling, of this city ecured 
the contract for installing plumbing and heatin ystems 


in the new Burlington passenger station at Bevier, Mo 
Elmira, N. Y.—Robert W. Havens, of this city, has s 


cured the contract for the plumbing in the new Morrow 


Building now being constructed here The contract 
amounts to 85,000. 

Dayton, ©.—Staniland & Schneble have been awarded 
the contract for the installation of an up-to-date plumbing 
system in the Cooper Manual Training School The con 


) 


tract amounts to $652 
Duluth, Minn.—Neil & Co. have been awarded the 
tract for the plumbing and heating in the new two-story 
building at the southeast corner of Tower Avenue and 
Thirteenth Street The contract amounts to $4,000 
Minneapolis, Minn 
station at Gateway Park wi 
It is expected that H. Kelly & Co., of Minn 


Work on the new public comfort 
| . 
i be commenced within “4 


few day 2 


apolis, will be awarded, the contract for the plumbing 1 


this building, their bid having been the lowest 
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The “VACU” 


Vacuum Valve 


was born of necessity 


Automatically passes cold air or water at any 





temperature from coils or radiators 


Only Vacuum Valve 
Combining Float and Thermostat 


chance for dirt to stop its 
Operation. It always lw 
works. | — 


THE CHAPMAN SYS- We ai 


No screen to clog. No [ iii iain 
' 


TEM OF VACUUM 
VAPOR HEATING costs 


' ; . 
i hk EE 4 





Esse iat: be a tone 





less to install than steam | | 
or hot water. Heats sa | 
quickly. Heat under per sme) steams 
7 ( ‘ : ™ a _ “a Aw - 
fect contr ) at ill times ” ry RE] 
No Vacuum Pump used. ~~. _ ASS NS 
Saves time, trouble and sas ei 
money. , “ . oad 
| 
Our catalog fully ex ; iP , 
plaining the system is 1° at 
yours for the asking. wineaemaliniins 
send for it today. | of oof pat 
The Niece ah 


Chapman Steam Specialty Co. ———L_. a oe 
McKinley Hotel Bidg., Canton, O 






































Seats 
Perfectly 


Cannot 
Collapse 





Are You Using It? 


If not why not and be honest with 
your customers! 


Western Rep’ 
Harry Ver- 
heek, 139 N. 
Clark St. 
Chicago, Ill. 
Eastern Rep. 
Joseph L. 

Fritz, 910 
Drexe Bldg., 
copper. Phila., Pa. 


Rome Sanitary Co., Rome, N. Y. 


Cut to show 
the rubber 
held firmly in 
position by 


lining of 
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Plumbing Department. 

1.054.940.) EFlushing-Valve \Ibert S. Rea, Newton, 
Miss \ flushing valve comprising a coupling supported 
within the outlet opening of a flushing tank, an overflow 
pipe supported by said coupling, a valve seat disposed 
around said coupling walls, a floating member adapted 


to rest upon said valve seat to thereby close said coupling 


opening, a valve cage supported by said coupling, a rod 


disposed upon the outer wall said overflow pipe and ex- 


tending above the top of the same, and arranged for ver- 


hed to the upper 


tical movement thereon, a weight attac 


end of said rod, 


a rod disposed within said overflow pipe 
ind arranged for vertical movement therein, said rod 
being attached at its upper end to the said weight, and 
extending downwardly and below end of said overflow 
pipe and being provided at its lower end with an off- 
set arranged to contact with said floating member. 
1,055,219. Water-Closet Seat. George W. Pilkington, 
(;arnett, Kans. In a seat of the class described, a body 
having a central hole, and means projecting forwardly 
said hole, the said 


means being formed with an outwardly bowed outer face. 


at an inclination from the rear wall 
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1.055.363. Water-Heater. Louis P. Silverman, Provi 
dence, R. | \n improved water-heater comprising a cen 
tral heat conducting flue, an annular water chamber sur- 
rounding said flue and provided with a transverse parti- 
tion dividing the same into upper and lower compart 
ments, a heat generating device acting on the lower end 
of said chamber, an independent water ring surrounding 
said lower-compartment and extending below the same to 
form a fire box, means for supplying water to said lower 
compartment, a water circulating conductor leading trom 
said lower compartment to said water ring, a second con- 
ductor leading from said ring to said upper compart- 
ment, both of said conductors being extended trans 
versely of the path of travel the heat passing through 
said flue, and means for conducting the heated water 
from said upper compartment. 

055,538. Flushing-Valve. Arcy Hardy Johnson, Co- 
yjia, Tenn. A flushing valve comprising a vertical 
iny having an upper inlet and an intermediate outlet, a 








partition in the casing between the inlet and outlet hay 
ing an opening therein, a piston rod passing through the 
said opening, the piston rod having a valve at its upper end 
adapted to seat 11) the said opening to close 
same, and having a piston at its lower end adapted t 


reciprocate loosely in the lower end ot the casing, the 


piston having an opening, a spring pressed valve adapted 


to seat upwardly in the opening in the piston, the piston 
rod having a pair ot enlargements at an Intermediate 
point, a voke embracing the piston rod between thre 
enlargements, an actuating arm pivoted to the voke and 


fulcrumed in the outlet. and adjustable means limit 


—_ 


ing the upward movement of the piston rod. 

















Ire aK rick \\ Wham 
Hammond, Chepstow, Monmouth, lneland, assignor to 


The Erie (Patent) Water Main Scraper Co., | 


1.058,175. Water-Main scraper 


muted, 


Chepstow, Monmouth, England, a Corporation of Ine 
land. In cone scrapers for water mains equalizing pres 
sure on the periphery ot the head blades by a leather 
cup \' riveted at A’ to alternate blades of the cone A 
and riveted to a plate \° supported by tubes A® secured 
to the frame 

1,057,632. Flushing System for Water-Closets. Wil- 
lam Alexander Fraser, Georgetown, Ontario, Canada 
The combination with a valve and a flushing pipe havy- 
ing a hollow angular boss at one side, of a rod support 
ed in suitable bearings in the flushing pipe and having 
a reduced lower end, a stirrup on the reduced lower end 
provided with trunnions of a narrower width than depth, 
a nut on the reduced lower end, a forked arm provided 
with annular ends having a notch of substantially the 
width of the trunnions, a rod extending through the op- 
posite end of the forked arm and means for operating 
the rod, the top and bottom of the bosses forming a 
stop to limit the movement of the forked arm as and 
for the purpose specified. 

1,057,684. Soldering-Iron. Joseph Sutorik and = John 
Ranjak, Detroit, Mich. In a soldering iron, the combina- 
tion of a hollow head having an end forming a solder 
ing point, a chambered member secured to the end of the 
head and formed with an internally screw threaded bore 
and a valve seat at the end of the bore, a tubular mem 
ber engaging the screw-threaded bore, a needle valve 
carried by the end ot the tubular member to engage the 
valve seat and adapted to be adjusted toward and from 
the same by the turning of the tubular member, a handle 
grip member sleeved upon the tubular member and con- 
nected to the end of the chambered member, and means 
for supplying fuel to the tubular member. 

1,056,467. Woater-Heating Device. George B. Stewart, 


Pittsburgh, Pa. A water heater including a straight wa- 
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Barks & Barstow Mfg. Co. 


PIERCE BUILDING, ST. LOUIS, MO. 

















Pittsburgh’s 
Newest 
Skyscraper 


‘The 26 story kirst Na- 
tional Bank Building in 
the heart of the city at 
Wood Street and Fifth 


Avenue is heated by 


Kinnear 
Improved 
Pressed Metal 
Radiators 














Their lightness effected a saving of 100,000 Ibs. over 
a cast iron radiator installation of the same capacity, 
This saving in weight makes a considerable saving 
in the cost of hauling, handling and installing—a 
saving that every heating contractor will find worth 


while. 
Send for Our New Catalog 


Pressed Metal Radiator Company 


General Offices: Bailey-Farrell Building, Pittsburgh, Pa. 
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—Minimum Cost 
When You Install a 


‘“B” Heat Intensifier 











lhe “I” Hleat Intensiher increases the 
heat units in the water, thus reducing the 


7 


radiation surtace to heat a elven space 


I Operates with mechanical precision, 


never sticks and 1s invariably reliable. The 
spring ordinarily subject to great wear, 1s 
vuaranteed tor 18 vears. his means some 


thing and 1s quite a factor as other teatures 


ft the “BB” Heat Intensifer in explaining 
its popularity. 


Every Hot Water Heating System 


should be equipped with a “B” Heat Inten- 
sifer. We tell why in our booklet: “Pres- 
sure Heating.”” \Write for one today. Also 
for a folder on our Thermostatic Valves. 
It will be for our mutual benefit. 


Send Us One Dollar 


and we will mail you a “‘B” Estimating Chart, 
viving the radiation required to heat rooms of 
all sizes to 70° F., with outside temperatures at 
19°, 20° and zero, with water temperatures at 
160°, 170 and 212°, and with steam at 1 Ib. 
pressure It gives the increased efficiency of 
radiation when the heat medium Is raised. <A 
chart of pipe sizes, two pipe basement mains, 
one pipe basement mains, overhead mains. 























National Steam 
Specialty Co. 


16-18 S. Clinton St. Chicago 


Surpless, Dunn & Co, 74 Murray St., New York 
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ter conducting pipe made up of spaced sections, upper 
and lower couplings connecting the sections, each coup- 
ling having a plurality of radial extensions, upwardly ex- 
tending coils interposed between the extensions, the term- 
inals of each coil being extended radially toward the 
couplings, and means detachably connecting said termi- 
nals to the extensions whereby any one of the coils can 
be placed in or removed from position without disturb- 
ing the remaining coils, said coils being duplicates and 
having their axes parallel with and equidistant from the 
pipe. 





1,055,841 \pparatus for Regulating the Flow of Wa- 
ter into Sewer Flush-Tanks. Ernest G. Wagner, Lewis- 
ton, Idaho Che combination of a receiving chamber 
provided with an internal shoulder, a screen resting on 
shoulder, two water supply pipes communicating with 
the said chamber, one above and the other below the 
screen, a sediment chamber communicating with the 
lower end otf said receiving chamber and a discharge 
pipe leading trom the upper end of same, the lower end 
if said discharge pipe re sting on the screen and provided 
with an opening coincident with the supply pipe opening 
above the screen and means for detachably securing the 
discharge pipe to said receiving chamber. 

1,055,143. Float-Valve. William A. Day, Bellingham, 
Wash., assignor of one-half to Walter M. Wilmer, Belling- 
ham, Wash. A float valve mechanism for flush tanks com- 
prising a casting having a vertically disposed water feed 
passage, a valve seat tube adjustably mounted in the upper 
end of said passage, a valve member comprising an oblong 
body having depending side and front portions normally in- 
closing the top of the casting, said side portions being 
pivoted to the casting, and the said body being provided 
with a horizontal transverse slot opening through said 
side portions and front portion, a gasket slidably fitted 
in said slot and adapted to engage the valve seat tube. 
and means for securing said gasket in position. 

1.058.121. Water-Meter. George L. Weller, Elyria, 
Ohio, assignor of three-fourths to William G. Sharp, 
Elyria, Ohio. The combination in a water meter com- 
prising a wheel casing having an open end, a thin ring 
threaded into the open end of said casing and a bottom 
portion threaded to said ring, and a register case connect- 
ed to said wheel case. 

1.058.267. Faucet. Valve, or Cock. James C. Sanders, 
Macon, Ga. A faucet embodying a casing having a bore 
therethrough and three ports leading to the bore within 
less than one half of the circumference thereof, the inter- 
mediate port being elongated and providing an outlet 
and the end ports providing inlets adapted to be connect 
ed with two sources of fluid, a hollow plug journaled 
through the bore and having a lateral opening extend- 


ing less than one-half of its circumference so as to take 
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in all of said ports, and so that the plug may be turned 


to take in the intermediate and either end port or to be Your Expenses Will be LESS 


Your Profits GREATER 





out of registration with all of the said ports, and a needle 
valve screw threaded diagonally through the casing to 
project longitudinally over the intermediate port tor con- 





trolling the passage therethrough and in order that its ef By using C,. & L. High Grade Fire Pots 
. . . “ al and ‘Torches. You cannot ifford to fool 
tip may be projected into and retracted from the inter- » thd Souk tiees.akd tmekes on chean, noettt 
© , iy, made toois, Remember! you buy gasoline 
InN¢ diate port. j ~* . often put a Fire Pot or Tol h 1: occa- 
-_—~ ' ) . ) : Ee gl sionally, and Cc. & L. Fire Pots and Torches 
1,057,721. Water-Meter. John R. Freeman, Provi- Lassi ee at uae aan tie anne thale cont ta Ore 
. ° . aie e ‘ing o av alo e. 
dence, R. I. A water meter comprising a converging noz- 3 aving of fuel alon 
neg ll leading jobbers will supply at factory 
zle, a chamber slightly larger in diameter than the small- Sg * Sa an dk dbeee UE neki nema 
- So , i e. cil ‘ ey iil SI » og j . ~ { (diii-~ 
er end of said nozzle and into which the nozzle discharges, pemres the seme, send for tata 
said chamber and the smaller end of said nozzle present- No. 25 Kerosene 
in lezometr riff therebetween, the upper end of ong tase (| t & L b t Mf ¢ 
inv? a NeEZOME 1c” © ice eCTe ve A res > mer ene () ° 
6 I , ) I I Peice Each ay on amber g. 0. 
said nozzle presenting a second piezometric orifice, a by- $4.50 Net DETROIT, MICH., U. S. A. 











pass connecting said orifices, a measuring device in said 











by-pass actuated by the flow therethrough, whereby the 





entire flow through the nozzle may be measured propor- 





tionally, a check-valve below the chamber into which 


The Demand For The 


“SISSON” Insertable Joint 


Is Growing Rapidly 


said nozzle discharges, an auxiliary by-pass around said 
nozzle and check-valve, and means for measuring the 
flow through said auxiliary by-pass. 


Because— it is the easiest and best 
method of making absolutely water- 
tight connections in soil pipe work. 


It does away with the old way of 
springing the stack or removing whole 
lengths of pipe. 

Your jobber knows~—ask him, or 
write us for particulars. 


R. EstabrookK’s Sons 
SOUTH BOSTON, MASS. 





“EReI' S490 
eee eee fs.) 
































Ps “Office Methods For The Plumber” 








pe By F. S. PRIOR 

Ff MEINE RM ‘ 

= New and Instructive 
5 : A model text book on office management for the Master 
1,058,270 Plumber. Contains detailed instructions in regard to 





the requirements ofa properly organized Office System. 
Treats of practical books of accounts; sales, estimate, 
cost and quotation records; time and material records; 
cost keeping on contracts, etc. An invaluable book for 
1.058.270. Seat. Elmer E. Stephens, Los Angeles, Cal. those wishing to keep practical and service-giving 
' ; ae records. Profusely illustrated. 

A porcelain seat for water closets, comprising a hollow 


casing, insulation within the same, a resistance coil sup- Price $1.00 Postpaid 
port within the insulation, means for conducting an elec- DOMESTIC ENGINEERING 
tric current to said resistance coil, a circuit breaker for 445 Plymouth Court, Chicago 

’ 


breaking said current, and a thermostat mounted in said 

















seat for controlling the action of said circuit breaker 
in accordance with the temperature of the seat. 








Protection of Electrical Parts 


Motor and cwitch are ahove 
the pump, safe from con 
tact withdamp cellar walle 
and tloors. For three years 
thia has heen an exclus ve 
feature. Reliable and easy 
to install 


Write for Bulletin 00-A 


Bowling Green, ©.—The Wiggins Plumbing Co. has 
moved to West Wooster street from its old stand on North 
Main street. In the new location the first floor will be 
used as a display and sales room and the basement as a 
shop. 

Minneapolis, Minn.—-Worthingham & Co., will move 
their plumbing and heating establishment from 322 Third 
Avenue, South to 310 Third Avenue, South where they 
will have about three times the space they now occupy. 

Atlanta, Ga.—H. K. Kicklighter & Co., Atlanta National 
Bank building, are the architects in charge of plans for 


The Silent -Dayton 
Automatic 


Electric Water Lift 


Manufactured and cuaranteed 


The Dayton Pump & Mfg. Co. 
Dayton, Ohio 

§62N. Washington St., Boston, Mass 

1606 Sansom 8t., Philadelphia, Pa 


a heating plant to be contracted for in the immediate 


~ = 


future for use in a $75.000 building which will be erected 
shortly in Atlanta. 
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SEWAGE PURIFICATION AND DIS- 


al Is J | (“OSkrOVe, An e@X- 
muSsStive Bae reliable WOoOrK On this Vital 
ject ull illustrated Bound in 

Cloth postpaid, $3 


DEAN'S SYSTEM OF GREENHOUSE 


bleating eam or hot water: used 
for vears: convenient and reliable: makes 
sreenhouse heating estimating verv sim- 
pie Flexible cloth hound, alexis in , 
ft) pop Postpaid, $2.00, 


HISTORY OF SANTTPATION By J. J 





(Cosgrove History of the plumber’s 
cratt trom the time of the primitive man 
T) ti (oui 


ur own day SS illustrations. 
bound in cloth postpaid: $1.50. 


— 


LI MEBING — | 


STIMATEHES AND CON- 
TRACTS. By J. J 


(Cosgrove, Contains 


an hy aluable information for the mas- 
ter plumber, pointing the wav to con 
duct the business of plumbing in busi- 
ness-like manner. Bound in Cloth; 210 
pages oy xSl, SEas « postpaid, $3. 





A PRACTICAL MANUAL OF STEAM 

\ND HOT-WATER HEATING. By 
K RR. Pierce Authoritative treatment 
of tiie subject Lol the everyday steam 
fitter Brings forward 


ipiei not-wate 
fundamental principles by which contlict- 
t 


Ine tall reduced to an easily un 
derstood ina COMMON working basis. 
(overthrows false ratings and creates a 


new era heating values. Cloth, 54%xS't 


? 
454 | py) postpaid, ee ol. 


MODERN PLUMBING ILLUSTRATED 
iv RR. M. Starbuck 100 large quarto 
ages Fully illustrated by fifty-five full 
pages of detailed engravings, which have 
been made especially for this book. The 
mly thorough and practical work issued 
on the modern and most approved meth- 
ods of plumbing construction. Illustrat- 
ing and describing the drainage and ven- 
tilation of dwellings, apartments and pub- 
lic buildings, ete. The standard work for 
plumbers, architects, builders, property 
owners and for boards of health and 
plumbing examiners. Adopted and used 
as a reference book by the United States 
vovernment, in its sanitary work in Cuba, 
Porto Rico and the Philippines, and by 
the principal boards of health of the 
l'nited States and Canada. Price $4. 
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Anglo-American Sanitary Correspondence College 
74 Stratford Street, Highland Station, BOSTON, MASS. 10-12 W. Ontario St., Chicago 
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NOTES ON HEATING AND VENTILATION. ® ?*¢f,,Joh0,8, Allen 


This book is a resume of lectures delivered to classes in heating and ventilation at the University of Michigan. 
It is written primarily for steamfitter and designer of heating systems. Reduoed to as brief a form as possible, so that 
readers can readily find notes or data desired. Bound in cloth 54x83. inches; 226 pp.; postpaid, $2.50. 
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